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ABSTRACT OF PROCEEDINGS OF THE BOARD OF MANAGERS 
AT ITS MEETING, TUESDAY, FEBRUARY 11TH, 1890. 


— THE following elected members were present: The Right Rev. Drs. Lit- 
tlejohn, Doane (Vice-President, in the chair), Whitaker, Niles, Dudley, Scarbo- 
rough, Peterkin and Rulison; the Rev. Drs. Hoffman, Reese, Eccleston, Smith, 
Satterlee, Shipman, Huntington, Applegate, Nichols and Greer; and Messrs. 
Coffin, Stark, Vanderbilt, Low, King, Mills, Cutting, Whitlock and Chauncey. 
A communication from the Presiding Bishop was read, which con- 
veyed to the Board the information that on the first day of February the Rey. 
Edward Abbott had formally declined the Missionary Episcopate of Yedo, to 
‘which office he was elected during the recent General Convention. 

The proceedings of the meeting of the Commission on Work among 
the Colored People, held in Washington on the 9th of January, were submit- 
ted. An abstract of these proceedings will be found upon another page. 

— Communications were received from seventeen of the Domestic 
Bishops having general missionary work within their respective jurisdictions, 
and their several requests were formally approved. 

— Letters were submitted from Bishop C. M. Williams and a number of 
the missionaries in China and Japan, portions of which have been published. 
Information came that immediately that the acceptance of his resignation was 
known in Japan, Bishop Williams turned over all matters ecclesiastical and 
financial to the Standing Committee, and simultaneously the committee unan- 
imously invited the Bishop to continue the exercise of episcopal functions until 
a duly qualified successor should enter upon his duties. ‘To this the Bishop 
consented. The Board authorized the purchase of house and lot No. 27 
Tsukiji, Tokio, as an additional missionary residence at a cost of $2,000 gold, 
$1,600 of which has been previously appropriated. Mr. J. Lindsay Patton, of 
the Theological Seminary of Virginia, was appointed missionary to J apan, the 
appointment to take effect upon the date of his ordination to the Diaconate 
next summer. Mr. J.D. Hird, a professor in the Agricultural College of Mary- 
land, was appointed missionary teacher to the Japan mission with the expecta- 
tion that he would be connected with St. Paul’s School, Tokio. Another 
appointment of a teacher for the same oe was conditionally made. 
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— Letters were submitted from Bishop Ferguson, three of his clergy 

and the business agent of the Cape Palmas mission. A portion of the letter 
from the Rey. Mr. Valentine is published in this number. An appropriation 
was made for the purchase of a naphtha launch for the Cape Mount station to 
transport supplies from vessels in the roadstead and for communication between 
the station and Monrovia and Sierra Leone. The amount appropriated was 
$1,100, of which about $800 is now in hand for the purpose. A further appro- 
priation in the amount of $500 was made for ,the purchase of a steam pump 
and piping to supply water for St. John’s Mission, Cape Mount. 
The letter from Bishop Ferguson, published in the last number, 
asking for $2,500 for the purchase of a house and lot in Monrovia, well adapted 
for the episcopal residence or for a school for girls, was read to the Board, 
whereupon it was 

Resolved: That an advance be now made in the amount of $1,500 toward the pur- 

chase of the property in Monrovia, Liberia, described in Bishop Ferguson’s letter of No- 
vember 26th, and that a continued appeal be made for $3,000 to cover the purchase money 
of the said building and the cost of such repairs as may be found necessary. 
Bishop Holly’s letter of January 7th, an extract from which was pub- 
lished in the last number, appealing for $6,000 to erect a new church building 
upon the lot on which the House of Representatives ef the republic stood be- 
fore the great fire, was read to the Board. Bishop Whitaker and the General 
Secretary addressed the Board upon the subject of the great and immediate 
need of a church building in Port-au-Prince; both of them alluding to the 
cordial relations existing between the present Government of Haiti and Bishop 
Holly and his clergy. It was 

Resolved : That the Board place on record an expression of its sympathy with the 
Bishop of Haiti in his appeal for money for the new church, and that in the further pub- 
lication of that appeal this action be coupled with it. 

The sum of $279.44, being the proceeds of the bequest of Mrs. Mar- 
garet H. Alexander, of Philadelphia, to be used in the erection of a chapel to 
be called the Alexander Memorial, in the Indian field, was by resolution ordered 
to be paid over to Bishop Hare to be used by him in accordance with the terms 
of the trust. 

The Board’s action at this meeting with respect to the Enrolment 
Fund will be found on another page. 


NEED OF MEN FOR CHINA. 


BisHop Boone in his last annual report, called for four clergymen, one 
each for Shanghai, Wuchang, Wuhu, and Hankow. The missionaries at each 
of these points are greatly overtaxed, and need help very much. The Rey. F. 
R. Graves, writing from Wuchang, January 13th, pleads with great earnestness 
for speedy help. He says: 

The only thing which would be likely to bring me home is the hope of getting help. 
It is absolutely necessary to get a new man for the work in Wuchang. Indeed we are in 
great need of help at every point from Shanghai to Ichang; but I take it for granted 
others will appeal for their own portion of the work. A young man should be here now 
studying the language and getting ready to take on the school work. Will you find me 
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the man? And this is the kind of man we want. First of all, a true Christian man; 
next, with good health and common sense; and thirdly, with fair ability. To learn 
Chinese enough to be very useful needs good brains, but not more than for any other 
language. The language is too often a bugbear to earnest men. The climate is not 
deadly or sickly; but it is trying in the summer, and a man should be in good health to 
start with. Good common sense will be of far more use than great abilities. Outside of 
this the chief requisite is good staying qualities. Get a man not because he is High 
Church or Low Church, but because he is persevering and will hang to his work here with 
a good grip. If this work is to go on we must have men and we must have them at 
once. * 

It has been said to me again and again, Why don’t you go home and appeal for men? 
It is because I believe that the strongest appeal we can make is to stay here and do the 
work we are set to do, and I do not believe you will let us go unaided. Because I believe 
this I am writing to you for help, and I feel sure you will help me. When you get the 
man, say to him, ‘‘ There is no glorious opportunity for enrolling multitudes at a word, 
but plenty of chances for hard work,” and if he is the right man he will come. 


THE CHILDREN’S LENTEN OFFERING. 


WE have received the most cheering proofs from Bishops and rectors that 
they are doing all they can to interest the children in the Lenten offering for 
missions. The number of boxes called for this year surpasses other years by 
thousands; over ninety thousand have already been sent out. Many Sunday- 
schools which do not use the boxes, are engaging in the offering for missions 
during Lent, and we sincerely hope that Easter this year will be the Children’s 
Day for Missions throughout the Church, and that the sum of the offerings will 
go far beyond any previous year. Let all the children have a part in this good 
work. 


THE CHURCH MISSIONS HOUSE. 

WE have said little upon the subject of the Church Missions House during 
the past three or four months, because we would not by any means thrust it 
forward at the time when the immediate needs of the missionary work required 
undivided attention; but we are none the less strongly convinced that the in- 
terest of all our missionary work requires that the subject of the Church Missions 
House should not be forgotten, nor the efforts relaxed to secure a sufficient 
provision for carrying out the design without delay. This spring should see 
the work begun and conducted with such energy that by the first of May, 1891, 
the Society may be established in its new quarters. 

It would have been gratifying indeed if some one of God’s servants had 
claimed the privilege of giving the whole amount required to build a structure 
which would be an honor to the Church and a perpetual benefaction to mis- 
sions. It would have been a great credit to any city if its Churchmen had 
combined to erect such a building; but it would not have been right to wait for 
the bountiful impulse of any individual, or for the prompting of local spirit, to 
provide for the benefit of our whole Church worthy missionary head-quarters. 
Much better is it that all join together with earnest endeavor to accomplish the 
work as a recognition of that Divine favor by which the Church has been led 
through the past century and brought to the beginning of a new century of hope 
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and promise. Up to the present time subscriptions amounting to about 
$110,000 have come from all quarters of the country, showing that the 
interest is wide-spread and that the Missions House is to be truly representative 
of our national Church. 

What we would now urge is that the subscription for this work may be 
carried forward rapidly, and that those who have not subscribed hitherto would 
voluntarily send notice how much they are willing to contribute of the $90,000 
which is still required, that the work may be begun with assurance that the 
whole sum will be forthcoming*as it is needed. 


WHAT SHALL AMERICA’S FUTURE BE ? 


Mr. GLADSTONE, in an article in the North American Review for January, 
pays a high tribute to the greatness and power of this country, and expresses a 
wise solicitude for its future, with the fervent hope that it may lead the nations 
to the highest and best civilization. His words may well serve as an earnest 
admonition to the Church to put forth her utmost efforts in the work of Domes- 
tic Missions. He says: 


How will the majestic figure, about to become the largest and most powerful on the 
stage of the world’s history, make use of his power? ‘Will it be instinct with moral life 
in proportion to its material strength? Will he uphold and propagate the Christian 
tradition with that surpassing energy which marks him in all the ordinary pursuits of 
life ? Will he maintain with a high hand an unfaltering reverence for that law of nature 
which is anterior to the Gospel, and supplies the standard to which it appeals, the very 
foundation on which it is built up? Will he fully know and fully act upon the knowl- 
edge, that both reverence and strictness are essential conditions of all high and desirable 
well-being ? And will he bea leader and teacher to us of the Old World in rejecting 
and denouncing all the miserable, degrading sophistries by which the archenemy, ever 
devising more and more subtle schemes against us, seeks at one stroke, perhaps, to lower 
us beneath the brutes, assuredly to cut us off from the hope and from the soucre of the 
final good? One thing is certain: his temptations will multiply with his power; his re- 
sponsibilities with his opportunities. Will the seed be sown among the thorns? Will 
worldliness overrun the ground and blight its flowers and its fruit ? On the answers to 
these questions, and to such as these, it will depend whether this new revelation of power 
upon the earth is also to be a revelation of virtue; whether it shall prove a blessing or a 
curse. May Heaven avert every darker omen, and grant that the latest and largest growth 
of the great Christian civilization shall also be the brightest and the best! 


REVENUE TO SUPPORT MISSIONS. 


Ir all our people gave according to their ability, as do some of them, the 
means at the disposal of the Board of Missions would be ample and the urgent 
needs of the missionary work could all be met with promptness. The effect of 
such a state of things would be to lighten the anxieties of the missionaries and 
help forward the work on every hand. Why may it not be so? The Board of 
Missions acts in the name of our whole Church in making appropriations, and 
its engagements are a pledge for which each and every member of the Church is 
in his or her part responsible. As loyal members are we not all bound to share 
in the support of the work ? The obligations entered into by the Church must 
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be met and how can this be done unless each individual has some share, little or 
much according to his ability, in the cost of conducting the missions? For 
stated outlay there should be stated income. This is the practical business side 
of the matter of missions, which the plain sense of the people will readily per- 
ceive when it is presented to them, and is it not important to set forth this 
business aspect in such a manner that it will reach the intelligence and con- 
science of each one of our people ? 

We have prepared a subscription leaflet which states in brief the engage- 
ments which the Board has assumed as the representative of the Church and 
invites a pledge from each person to meet those engagements. This leaflet will 
be supplied to the clergy in any number for the use of members of their congre- 
gations, and we would definitely request them to inform us how many copies 
they will require of this leaflet, No. 376, in order that they may place it in the 
hands of all their people. 

We ask that this may be done now, as the best service for missions. Even 
in a congregation where an offering has recently been taken for missions, is it 
too much to ask that the clergy will take this additional trouble ? It will in- 
sure to the people a memorandum of our missions in convenient form, while it 
will not preclude the fuller information which may be had in other ways, or 
the forcible appeals of the clergy which stimulate to large gifts and sacrifices. 


THE GIFTS OF THOUSANDS. 


WHEN we speak of the gifts of thousands we do not in the least undervalue 
the thousands of smaller gifts which come as a steadily flowing stream from all 
parts of the Church to supply the needs of our treasury. Rather would we 
make it the occasion of saying first of all, that the pennies and the dimes and 
the dollars which come from earnest friends of missions are beautiful in our 
eyes, and often testify to us of a spirit of devotion and self-sacrifice which is 
far more precious than any amount of money. We rejoice when we think of 
the multitude of children who, during this season of Lent, are practising self- 
denial that they may contribute toward making Christ’s love and mercy known 
to the world. We prize above all price gifts of which we are often witnesses 
from true servants of God who are doing what they can, humbly and modestly, 
under the constraint of Christ’s love; but we rejoice as well in the larger gifts of 
such stewards of Divine bounty as during the past month have replenished the 
missionary treasury by contributions of thousands of dollars. 

We are devoutly thankful that God puts it into the hearts of some of those 
to whom He has given in abundance to dispense freely for the blessing of man- 
kind. More and more in our day, men and women of wealth are realizing their 
responsibility and trying conscientiously to fulfil it, and we therein do rejoice, 
yea, and will rejoice, whether the gifts come into our projects or pass by into 
other good works. It is the prompting of the Divine Spirit, the manifestation 
of God’s power. It is twice blessed, blessing him that gives and him that takes. 

The Rev. Dr. Bushnell said years ago: 

The money power, which is one of the most operative and grandest of all, is only 
beginning to be Christianized, though we have promising tokens of a finally complete 


86 BRIEF MENTION. 


reduction to Christ, and to the uses of His Kingdom. What we are waiting for and ; 


longing hopefully to see, is the consecration of the vast money power of the world to the 
work and cause and Kingdom of Jesus Christ, for that day when it comes will be the 
morning, so to speak, of the new creation. The tide-wave in the money power can as 
little be resisted, when God brings it, as the tide of the sea; and like these also, it will 
flow across the world in a day. 


CONCERNING THE ENROLMENT FUND. 


Tue Board of Managers of the Domestic and Foreign Missionary Society, 
in response to many inquiries and requests, makes the following statement to all 
contributors to the Missionary Enrolment Fund. Inasmuch as the effort to 
augment the fund has been discontinued, and the condition that a million of 
dollars should be raised has not been fulfilled, the sums which have been con- 
tribute1 are technically subject to the control of the respective contributors. 
Nevertheless, believing that the subscribers really and intelligently desired to 
give their money to the Board of Missions for the needs of the missionary work, 
the Board had supposed that no part of the fund would be withdrawn and that 
the money would be left to be appropriated by the Board in accordance with 
the original purpose which said, ‘‘ the whole will go into the Missionary Fund 
and it will be distributed by the Board of Missions.” The Board of Managers 
therefore expresses its hope and trust that the contributors will not withdraw 
their contributions, but will allow the Board to use the same according to its 
best judgment. 


BRIEF MENTION. 


Tue Easter number of Taz Youne CuRistran SOLDIER will have special reference to 
the Children’s Lenten Offering, and will be made very attractive. We desire to have a 
copy placed in the hands of every child of the Church, and in order that all may receive 
this number of the children’s paper it will be furnished at the nominal rate of fifty cents 
a hundred copies. If any Sunday-school cannot afford to pay at that rate for a supply, 
the rector or superintendent of the Sunday-school is requested to communicate with the 
General Secretary, 22 Bible House, New York. 


Ir will give great pleasure to our readers, we are sure, to see the excellent picture of 
the new Trinity Church, at Tokio, Japan, which forms this month’s frontispiece. The 
appearance of the church justifies all that has been said by our correspondents in Japan 
in its praise, and in commendation of Mr. Gardiner’s work as its architect and the super- 
intendent of its construction. The donor of the church to the mission has made a noble gift, 
and one whose good influence will extend through unnumbered years. 


Ir is the purpose of the Board to have prepared and placed on the wall of the new 
Missions House, when it shall be erected, a suitably inscribed tablet as a memorial of 
W. A. M. Fuller, the inaugurator and indefatigable advocate of the Missionary Enrol- 
ment Plan. 

Tue 100th anniversary of the Methodist Book Concern and the seventieth anniversary 
of the Methodist Missionary Society were celebrated Tuesday, February 11th, in the new 
Publishing and Mission House in Fifth avenue, corner of Twentieth street, New -York. 
The structure is a handsome and commodious building, which has cost $1,000,000. It is 
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dignified and impressive, and will prove a very convenient and useful centre for the great 
work which the two societies are carrying on with earnestness and success, 


GENERAL ARMsTRONG says: ‘“‘Land in severalty is good as far as it goes; it will 
prove to the Indian good for nothing unless with that is given him, in place of his pagan- 
ism, the religion of the Gospel of Christ.” 


AT a recent meeting in England the Archbishop of Canterbury said: ‘ When we ask 
ourselves if we are able to make greater efforts, we need only first observe that the educa- 
tion of 400,000 children in London makes no difference to the finances of a single person 
—no appreciable difference. I believe that the whole of the sum raised by Christians of 
all denominations in England for the evangelization of the world amounts to just about 
me pn we spend, without feeling the cost, upon educating 400,000 children in a sin- 
gle city. 


THE opening of the Carnegie free library in Allegheny, Pennsylvania, on the 20th of 
February, and the announcement that Mr. Andrew Carnegie had decided to increase his 
gift for a free library in Pittsburgh to $2,000,000, prove that Mr. Carnegie is acting out 
the principles of the ‘‘ gospel of wealth.” 


Two ladies, members of the Woman’s Auxiliary, have kindly given a sum of money 
to be distributed in prizes among the Sunday-school scholars in the city of New York, to 
interest them in Foreign Missions. The Rev. E. Walpole Warren, rector of the Church 
of the Holy Trinity, and other rectors, propose to adopt the following scheme in their 
schools during the coming Lent. A prize of fifty dollars will be given for the best essay 
on ‘‘The Reflex Influence of Missions on the Church at Home from supporting Foreign 
Missions.” This is to be competed for by the members of Bible-classes, and the older 
scholars in four churches in New York city. Prizes of fifteen dollars and ten dollars will 
be given to the two scholars, between twelve and sixteen years of age, in each of the four 
schools, who recite most correctly the answers to the questions in the missionary cate- 
chisms upon the Church work in Africa, China and Japan. Prizes of ten dollars and five 
dollars will be given to the two scholars, under twelve years of age, in each of the four 
schools, who recite most correctly the texts in the compilation entitled, ‘‘ The Last Com- 
mand of our Risen Lord.” The respective rectors of the competing schools will adopt 
their own methods for examination, and distribution of prizes to the competitors under 
the last two grades. The prizes will be paid in Easter week. The essays must be for- 
warded to the secretary (Miss Russell), 46 East 43d Street, not later than March 25th. 
Each essay must be distinguished by a motto, but the name of the competitor or the name 
of the school must not be written on it. A sealed envelope, inscribed with the same 
motto, inclosing the name of the writer and of the school must accompany each essay. 
Conciseness will be considered a merit. 


‘“‘SunDAy-scHOOL Finances: How to Make Them Practically Successful and Spiritually 
Helpful,” is the title of an address delivered before the Ohio Sunday-school Union, and 
printed by the author, Howard M. Ingham, 1 Quimby Avenue, Cleveland, Ohio. Mr. 
Ingham, who is the superintendent of St. Luke’s Sunday-school, in Cleveland, has given 
many valuable suggestions in this address, and he authorizes us to say that he will send 
copies of it to any persons who will apply to him for it. 


Ar Tientsin, the treaty port for the capital of the Chinese Empire, is published weekly, 
in the English language, the Chinese Times, a secular newspaper, somewhat on the plan 
of the New York Nation. A recent editorial contained these words: ‘‘The missionary 
spirit is as much a living force in the world as the greed of gain or the passion for knowl- 
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edge, and the China field is so large and attractive that we may reckon on substantial and 
perhaps startling results of its operation in the course of a generation or two. It is prob- 
ably the most potent factor of the coming invasion of China.” 


WITH OUR CORRESPONDENTS. 


Bishop Jounston, of Western Texas, writing from San Antonio, Feb. 17th, says: 
“‘T have just returned from visiting the region between here and El Paso, 600 miles dis- 
tant. In all this section we have but three ministers. El Paso is doing well, having a 
population of 12,000, and a self-supporting parish. The rest of it is, and will always be 
missionary ground, as it is a rainless region, with a sparse population; but there are several 
small towns on the railway, that we ought to have services in. Iam about to go on an- 
other month’s tour in a few days.” 


Mr. Joun 8. Minor, one of the prominent laymen of the Diocese of Michigan, who 
died recently, wrote, January 30th, enclosing a contribution toward the Church Missions 
House, and said, “Please send me a receipt for the $200, that I may have a voucher to 
show that I am a stockholder in that very desirable edifice, which I hope to see standing 
in all its beauty before the end of 1890.” 


A RECTOR in Mississippi writes, under date of January 20th last, as follows: ‘‘ My atten- 
tion was called to a paragraph in the last Sprrrr or Misstons where a mission of twenty- 
eight communicants is described which collects about $40 for missionary work, diocesan and 
general. My own parish, numbering forty-eight communicants, every one of them poor, col- 
lects yearly $40 for Foreign Missions, $7.70 the past year for Domestic Missions, and $55 for 
Diocesan Missions, besides its assessment of $55 toward the support of the Bishop. For 
missions alone, that would equal $102; including the Bishop’s assessment (for the whole 
diocese is missionary) it would give us a record of $157.70. I mention this because it is 
done entirely through a systematic plan of small offerings from every one. I am con- 
vinced that no parish knows what it can do under a systematic plan until it has made the 
trial.” 


Mrs. Lanina, formerly Miss Michie, who entered into rest at Charlottesville, Vir- 
ginia, on the 11th of February, arrived in Japan, under appointment from the Board, in 
February, 1881. She was for a number of years connected with St. Agnes’ School, Osaka» 
and for the greater part of the time its principal, which service she continued even after 
her marriage to Dr. Laning, which took place on the 14th of December, 1882. She served. 
continuously in the field from the time of her arrival until last December. The Rev. 
Henry D. Page, of the Japan mission, who is now in this country, and who saw Mrs. 
Laning at Charlottesville shortly before her death writes as follows: ‘Mrs. Laning was 
one of the kindest of women, and before her marriage was abundant in good works, 
particularly in the care of the sick. Her marriage with Dr. Laning, our physician at 
Osaka, gave her still more frequent opportunities of ministering to those in illness, or 
otherwise afflicted. The difficulty of getting trained native nurses in a little foreign 
community like that on the Concession at Osaka often made her services at critical times. 
of the greatest value to ladies of our own and other missions, She had helped so many 
others in their sicknesses that I asked Dr. Laning, when I met him, whether many others 
came and ministered to her in her own extremity, and it is a satisfaction to know that al] 
the nursing and care neighbors and relatives could give she had. Her sister, Miss Michie, 
who was with her, is a trained nurse, and doubtless all that human skill could do was 
done; but it was God’s will that she snould be taken away. How uncertain is this life! 
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Mrs. Laning came home to see an aged and infirm father, as in all human probability his 
stay here could not be greatly prolonged; but though a strong and robust woman, we 
now see that she came home to die herself, and has gone before those whom she might 
naturally have expected to follow only after the lapse of many years. She will be greatly 
missed by us all, and especially from the work in Osaka. The Board and the ladies of the 
Woman’s Auxiliary know how active she was in teaching the Japanese, despite all her 
household cares and the charge of three young children. The Osaka Ladies’ Institute owes 
its inception to the persistent efforts of Mr. Mori and Mrs. Laning, and we, who saw her 
daily, often wondered to see how great was her activity in other directions as well. Her 
works do follow her; and let us see to it, so far as in us lies, that the Osaka Ladies’ In- 
stitute, fostered and developed under our care, becomes her lasting memorial.” 


IMPORTANT NEWS FROM UGANDA. 


Owine to the disturbed state of affairs in 
eastern equatorial Africa there was no intel- 
ligence from Uganda‘for some months, and 
the news lately received in England is of 
great importance. It will be remembered 
that when King Mwanga, the persecutor of 
the Christians and the murderer of Bishop 
Hannington, was deposed, his brother Kille- 
lar was placed upon the throne. As he was 
obnoxious to the Arabs, he was slain by 
them, and another brother, Kalema, was 
made king. 

Kalema, it seems, commenced a fierce 
persecution of the Christians, putting many 
of them to death, and causing the flight of 
many others into neighboring countries. He 
then made an attack on a certain chieftain 
outside the limits of Uganda, who was 
favorable to the Christians, but the latter 
rallied to his defence, and Kalema’s army 
was defeated. Supposing, now, that he 
might be dethroned, he committed the 
atrocious act of confining in huts all the 
princes and princesses, his own brothers and 
sisters and their children, and then setting 
fire to the huts, so that they were all con- 
sumed. 

Mwanga, after his flight, joined the French 
priests at Ukumbi, and it is reported that he 
has been baptized by them. He has sought 
to make use of the power of the priests to 
reinstate him on the throne, and they have 
aided him in this. From the Sesse islands, 
in the northwestern part of Lake Victoria, 
he summoned all the disaffected people of 
Uganda, and especially the Christians scat- 
tered abroad, to join him. The Roman 
Catholics obeyed the call at once, and the 
members and adherents of the English 
Church missions, 2 much more numerous 
body, after some hesitation, also joined 
them. 


Mwanga has written a letter to Mr. Alex- 
ander Mackay, the distinguished missionary 
of the English Church Missionary Society, 
inviting him to help him, and not to remem- 
ber bygone matters. He says in the letter: 
‘‘Formerly I did not know God, but now I 
know the religion of Jesus Christ. I have 
given up my former ways, and I only wish 
to follow your advice.” 

A late report is that he has succeeded in 
overthrowing Kalema. If this is the case, 
and he has become indeed a changed man, 
and will now protect those whom he for- 
merly sought to destroy, Christianity will 
make rapid progress in Uganda and neigh- 
boring countries, for the native Christians 
are not only steadfast in the faith, but also 
earnest in propagating it. 

When Mr. Stanley was passing through 
the country of Aukori on his way to the 
eastern coast, in October last, he was waited 
upon by a deputation of Uganda Christians 
with an invitation from their chief to aid in 
destroying the Arab influence in Uganda, 
and in removing the wretched man whom 
they had made king; but he felt it to be his 
duty to adhere to the lines laid down by 
those who were responsible for his expedi- 
tion. Ina letter to his friend, Mr. Alexan- 
der Bruce, the son-in-law of Dr. Livingstone, 
Mr. Stanley states that there were no less 
than 3,000 of these Christian refugees in 
Aukori, while several hundreds were scat- 
tered through Uddu. 

Writing concerning the deputation and 
the native Christians generally, Mr. Stanley 
says ‘‘I forgot to say that each member of 
the deputation possessed a Prayer Book and 
the Gospel of Matthew printed in Kiganda, 
and that as soon as they retired from my 
presence they went to study their Prayer 
Books. Five of their following accompanied 
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us for the purpose of pursuing their religious 
studies on the coast. I take this powerful 
body of native Christians in the heart of 
Africa—who prefer exile for the sake of 
their faith to serving a monarch indifferent 
or hostile to their faith—as more substantial 
evidence of the work of Mackay than any 
number of imposing structures clustered 
together and called a mission station would 
be. These native Africans have endured the 


most deadly persecutions—the stake and the. 
fire, the cord and the club, the sharp knife, 
and the rifle bullet have all been tried to 
cause them to reject the teachings they have 
absorbed. Staunch in their beliefs, firm in 
their convictions, they have held together 
stoutly and resolutely, and Mackay and Ashe 
may point to these with a righteous pride, 
as the results of their labors, to the good, 
kindly people at home who trusted in them.” 


RELIGIOUS DECADENCE OF THE CHINESE. 


THE Rev. George Owen of Pekin gives in 
the Chronicle of the London Missionary Soci- 
ety the following graphic account of the 
deterioration of the religion of the Chinese: 
‘*The history of China is a striking in- 
stance of the down-grade in religion. The 
old classics of China, going back to the 
time of Abraham, show a wonderful knowl- 
edge of God. There are passages in those 
classics about God worthy to stand side by 
side with kindred passages in the Old Testa- 
ment, The fathers and founders of the 
Chinese race appear to have been monothe- 
ists. They believed in an omnipotent, 
omniscient, and omnipresent God, the moral 
Governor of the world, and the impartial 
Judge of man. 

‘* But gradually the grand conception of a 
personal God became obscured. Nature- 
worship crept in. Heaven and earth were 
deified, and God was confounded with the 
material heavens and the powers of nature. 
Heaven was called father, and earth mother, 
and became China’s chief god. Then the 
sun, moon and stars were personified and 
worshipped. China bowed down to ‘the 
hosts of heaven.’ The great mountains and 
rivers were also deified and placed among 
the state gods. This nature-worship con- 
tinues in full force to the present time. 
Nature has taken the place of God. 

‘*Polytheism and idolatry followed. From 
the dawn of history the Chinese worshipped 
their ancestors, regarding the dead as in 
some sort tutelary deities. This naturally 
led to the deification and worship of de- 
ceased heroes and benefactors, till the gods 
of China, increasing age by age, became 
legion. Her well-stocked pantheon con- 
tains gods of all sorts and sizes. There are 
gods of heaven and earth; gods of the sun, 
moon, and stars; gods of the mountains, 
seas, and rivers; gods of fire, war, and pesti- 


lence, wealth, rank, and literature, horses, 
cows, and insects. 

‘‘But the degradation did not stop here. 
The Chinese sank lower still and became 
demon worshippers. Charms—long strips 
of paper bearing cabalistic characters in 
black, green, and yellow—hang from the 
lintels of most doors to protect the house 
against evil spirits. Night is often made 
hideous, and sleep impossible, by the firing 
of crackers to frighten away the demons. 
Almost every village has its professional 
exorcist and devil-catcher. The fear of 
demons is the bugbear of a Chinaman’s life, 
and much of his worship is intended to ap- 
pease their wrath and propitiate their favor, 
and once a year, during the seventh moon, 
a gigantic image of the devil himself is car- 
ried in solemn procession through every town 
and village, followed by the populace, feasted 
and worshipped. 

‘¢ Animal worship, too, is rife. In some 
parts of north China certain animals are 
more worshipped than the most popular 
gods. The fame of even the largest temples 
is often due, not to the gods they contain, 
but to the supposed presence of a fairy fox, 
weasel, snake, hedgehog, or rat. These five 
animals are believed to possess the secret of 
immortality and the power of self-transfor- 
mation, and to exercise great influence over 
the fortunes of men. ovcchpabsgee 

‘‘T have seen crowds of men, women and 
children worshipping at an ordinary fox- 
burrow, and I have seen one of the great 
gates of Pekin thronged day after day with 
carriages and pedestrians going to worship a, 
fairy fox supposed to have been seen outside 
the city walls. Any day, small yellow. 
handbills may be seen on the walls and 
hoardings of Pekin assuring the people that: 
‘prayer to the venerable fairy fox is certain 
to be answered.’ ”’ 
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COMMISSION ON WORK AMONG THE COLORED PEOPLE. 


A MEETING of the Commission on Work 
among the Colored People was held in Wash- 
ington, D.C., on Thursday, January 9th, Bish- 
op Dudley, of Kentucky, the chairman, pre- 
siding. The other members of the Commis- 
sion present were Bishop Paret, of Mary- 
land; Bishop Weed, of Florida; the Rev- 
Drs. J. H. Eccleston and W. ©. Gray, and 
Messrs. Davis, King and Pellew. 

In the course of the proceedings, a letter was 
read from the Associate Secretary of the Board 
of Managers of this Society, saying that at 
the stated meeting of the Board on the 10th 
of December last some question had arisen 
as to the force of the language of the reso- 
lution of the previous meeting of the Board, 
making appropriation for the work among 
the colored people, when that resolution 
was rescinded, and the following adopted: 


Resolved ; That the recommendation of the Board 
of Missions be complied with, and appropriation be, 
and hereby is, made for the work of the Commission 
on Work among the Colored People at the annual 
rate of $40,000, exclusive of designated offerings and 
specials, from December 1st, 1889. 


On motion, the action of October 234d, 
1889, making appropriations for the sec- 
ond quarter of the present fiscal year was 
rescinded, and the Commission adopted a 
schedule of appropriations for the second, 
third and fourth quarters of this fiscal year 
—from December 1st, 1889, to September 
1st, 1890—to the following dioceses and at 
the following annual rates: Alabama, $1,000; 
Virginia, $7,800; West Virginia, $400; Kan- 
sas, $300; Mississippi, $1,200; South Caro- 
lina, $2,800; Tennessee, $2,000; Florida, 
$2,800; East Carolina, $2,000; Georgia, 
$2,800; Springfield, $750; Texas, $600; 
North Carolina, $4,500; Kentucky, $2,000; 
Maryland, $2,000; Missouri, $800; Louis- 
jana, $1,400; Arkansas, $400; salary of 
general secretary, $1,500; office expenses, 


$1,000; archdeacon for the Diocese of Ten- 
nessee, $1,500; archdeacon for the Diocese 
of Maryland, $1,500; archdeacon for the 
Diocese of Florida, $1,500. 

The general secretary of the Commission 
was directed to write to Bishop Worthing- 
ton, of Nebraska, and Bishop Perry, of 
Iowa, stating that the Commission could 
not make appropriation for their dioceses, 
because it felt that the condition of things 
required that the appropriations should be 
confined to the southern (or former slave) 
states, except under very peculiar circum- 
stances, such as were presented in the case 
of the mission at Cairo, in the Diocese of 
Springfield. He was also directed to write to 
Bishop Thompson, of Mississippi, and Bish- 
op Gregg, of Texas, stating that the Com- 
mission is not at liberty to give its consent 
to the use of appropriations for building 
purposes or for purchasing property. 

A letter was read from Bishop Potter re- 
signing his membership in the Commission 
because of his inability to command leisure 
to serve upon it. The chairman was re- 
quested to communicate this resignation to 
the Board of Managers, and to recommend 
that Bishop Leonard, of Ohio, be appointed 
to fill the same, and also to write to Bishop 
Potter, expressing the regret of the Com- 
mission that he felt unable longer to serve. 
[At the February meeting of the Board, 
Bishop Potter’s resignation was accepted, 
and Bishop Leonard was appointed in his 
place. ] 

On motion, it was 

Resolved: That the Bishop of any diocese to which 
the general missionary may be sent, be requested to 
provide for his travelling expenses in the discharge 
of his missionary duties in that diocese. 

The Rev. Henry R. Pyne, the warden of 
King Hall, in the city of Washington, made 


91 


92 DOMESTIO MISSIONS. 


a verbal report of his work, and expressed a 
desire to have some effort made to provide 
a suitable library for that institution. 

The resignation of the general secretary- 
ship by the Rev. Dr. J. R. Hubard, who 
purposes to resume his residence in the 
Diocese of Virginia, was presented to the 
Commission, to take effect March 1st. On 
motion, the following resolution was adopt- 
ed: 


Resolved: That the Commission receives the res- 
ignation of the Rev. Dr. Hubard, as its secretary, 
with great and sincere regret. It entertains a deep 


sense of the value of his faithful services to its work 


since he entered upon the duties of his office, and — 


urges him to continue to act as its secretary until 
Easter next. 


Dr. Hubard consented to act until Easter, 
unless imperative engagements elsewhere 
should oblige him to retire from the office 
sooner. 

The executive committee was empowered 
to make arrangements to secure a new gen- 
eral secretary. 

The Commission adjourned, to meet on 
Thursday, April 10th. 


WESTERN COLORADO AS A MISSION FIELD. 


WESTERN Colorado is the most interesting 
and hopeful field for Church work within 
my knowledge. Some account of this field 
will, no doubt, be interesting to your many 
readers. We speak of western Colorado as 
the portion of the state lying mostly beyond 
the crest of the great Continental Divide, 
whose waters all flow west to the Pacific. 
It embraces a territory of fifty or sixty thou- 
sand square miles, or an area not much 
smaller than the State of Washington. Its 
resources are diversified, and they are un- 
doubtedly great, though but partially devel- 
oped. There are found some of the finest 
and most extensive agricultural valleys in 
the Rocky Mountain regions, of which the 
Animas, the Mancos, the Dolores, the Monte- 
zuma, the Uncompahgre, the Gunnison and 
Grand, the White and Bear, or Yampa, 
rivers are the chiefest. The altitude of 
these valleys is generally comparatively low, 
like that of Salt Lake, and hence adapted to 
fruit raising as well as to all the kinds of 
productions common in other temperate 
latitudes. The ranges for cattle, sheep and 
horses are very extensive. The grasses are 
far richer and more abundant than on the 
plains east of the mountains. The smallest 
county, Rio Blanco, of which Meeker is the 
capital, and through which flows the beauti- 
ful White river, supports more than 250,000 
head of cattle; but mining is the principal 
industry and source of wealth. The coal 
fields on the White, Bear and Grand, the 
Animas, and in other parts, are inexhausti- 
ble and of the finest quality. Not only 
bituminous coal and lignite, but also anthra- 
cite abounds. There are also vast iron de- 
posits and ores, with limestone, etc., and 
everybody has heard of the silver mines of 
Aspen and the San Juan, and the gold of the 


San Miguel and of Ouray. These vast and 
varied resources are becoming known, and 
are beginning to attract capital, investors 
and laborers, 

The points where we have begun work are 
Durango, Fort Lewis, Silverton, Telluride, 
Rico, Ouray, Fort Crawford, Montrose,Grand 
Junction, Gunnison, Aspen, Glenwood, and 
Meeker. These are nearly all places of 
great importance. We have churches at 
Gunnison, Ouray and Aspen, and rectories 
at each of these. Weare building churches 
at East Aspen, Meeker and Grand Junction, 
and are immediately to rebuild the church 
and rectory destroyed by fire last summer 
at Durango, toward which, in answer to 
appeals, of the $3,000 needed, $938 has 
peen sent in or collected. We are building 
at Meeker a stone church, at East Aspen 
and Grand Junction, frame churches. We 
must build soon at Montrose, Telluride and 
Rico. Many other points might be men- 
tioned where services are required, as 
Steamboat Springs, Cortez, Pagosa, etc. 
With the clergyman who has lately accepted 
Durango we have but four clergymen in this 
field. What are they for so vast a work ? 
In the diocese there are seventeen missiona- 
ries who require stipends. 

To particularize in regard to the churches, 
building and to be built this spring in 
western Colorado alone: Durango, so lately 
devastated by the great fire which destroyed 
nearly half the town, is rising phoenix-like 
from its ashes. It is the commercial centre 
of a very extensive region. It is a centre 
for the smelting of ores. Much agricultural 
land and grazing ranges of exceeding rich- 
ness are tributary to it. It must become in 
time a large city, however slow its growth 
until better railroad facilities are afforded, 
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There ought to bejhere a ten-thousand-dollar 
church and a rectory worth two or three 
_ thousand dollars. If so much money could 
be secured, it could not be better expended: 
but we should be content with even one-half 
that sum, if we could secure so much. 

The Rev. O. E. Ostenson has resigned 
Ouray after over four years’ incumbency, 
and has gone to Grand Junction for the 
purpose of organizing work and building 
churches at Grand Junction and Montrose. 
The people in these places are poor but hope- 
ful. The former place, especially, is believed 
to be destined to be a great and important 
town. It is about as much as can be ex- 
pected now if seven or eight hundred dol- 
lars can be raised for a church in Grand 
Junction, and four or five hundred in Mani- 
tou. The Bishop must secure for each from 
$500 to $1,500. From my long residence and 
experience and intimate knowledge of this 
country, I can assure all who would help in 
the missionary work that it is wise to build 
now at these places, as they are important 
centres to hold and in which to concentrate 
our forces for aggressive work upon the sur- 
rounding country. 

The most important work going on now 

-in the diocese is, probably, at Meeker, the 
scene of the late Indian massacre. The 
walls of the church are going up as rapidly 
as the weather permits. It is hoped it can 


be ready for occupancy by Ascension Day, 
but this depends upon my being able to 
raise about a thousand dollars. Remember- 
ing that our Church is the only organization 
in the county; that the missionary, the Rev. 
A. L. Williams, is proving the adaptability 
of the Church to reach all sorts and condi- 
tions of men—cowboys, ranchmen, traders, 
artisans, laborers—that he is giving to this 
Church a position of advantage in a portion 
of country where we are the first and the 
only Christian body on the ground, and that 
it is as large and prospectively as important 
as western Pennsylvania was when Dr. Hop- 
kins, afterward Bishop of Vermont, organ- 
ized what are now its principal parishes, 
who that is able would not gladly aid in 
such work, and thus build for the present 
and for the future? As in the largest eastern 
dioceses, missions must be aided in building 
churches and parsonages, so, and for stronger 
reasons, it must be here. 

In this transition time from a missionary 
jurisdiction to a diocese, the need of aid is 
unusually pressing. specially now are 
sympathy and interest solicited for this great 
missionary field and work, where, if we are 
faithful now, there will be in a few years 
a strong, self-supporting diocese of the 
Church. 

J. F. Spaupine, Bishop of Colorado. 

DENVER, January, 1890. 


THE GROWTH OF OUR CHURCH. 


AT a meeting of the Massachusetts Club 
at the Hotel Vendome, Boston, held last 
month, the Rev. Wm. Wilkinson, of Minne- 
apolis, said: ‘‘The lessons of history have 
for us been written in vain if they do not 
produce profound gratitude on the one hand 
for the wonderful past, and on the other 
incite us to noble resolve that by grace the 
future shall be yet more glorious. In the 
year 1820 there were only 321 clergymen in 
our Church in the whole United States and 
Territories of America. To-day there are 
4,060, an increase of 1,266 per cent, in sixty- 
nine years. In the year 1830 the population 
was nearly 13,000,000 souls, and the Church 
had less than 40,000 communicants. To-day, 
in the State of New York alone, with 5,000, - 
000 people, the Church has 114,500 com- 
municants; while twenty-two states have 
been added to the Union, the Church has 


created more than fifty dioceses and mis- 
sionary jurisdictions; and in the time in 
which the population has increased fivefold 
the membership of the Church has increased 
twelvefold. About seventy years ago our 
proportion was one in 416 of the population. 
To-day we are one in 151. The boy knows 
his Creed who, if the ratio of increase is 
kept up which has existed since 1820, will 
see in our Church 50,700 clergymen, with 
5,000,000 communicants, This takes no 
note of all the institutions of philanthropy, 
the colleges, theological seminaries and other 
means of blessing men; but it calls upon us 
to prepare for the future by endowing schools 
and churches. The people come like a 
flood, and if true to our Master there is a 
future for the Church in this land more 
blessed than the most optimistic among us 
can anticipate.” 
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Tu Navajo Indians of New Mexico num- 
ber about 21,000. The seat of the agency 
is at Fort Defiance. These Indians have re- 
cently been visited by Mrs. Jennie Fowler 
Willing, of Chicago, and in a letter to the 
Advance she gives some interesting informa- 
tion concerning them. She says that they 
show the pristine Indian traits more plainly, 
perhaps, than any other tribe. They have 
some customs that remind one of the old 
Hebrews. Heads and faces may be seen 
among them that strongly resemble the 
photographs of the Assyrian dynasty of the 
Pharaohs, as taken from the mummies in the 
Boulak museum. 

The few industries of the Navajos are 
quite marvellous for ingenuity. They make 
silver ornaments out of pieces of money. 
Their pottery and beads are well made. 
They make exceedingly durable and beauti- 
ful blankets of an intricate pattern, and ex- 
actly the same on both sides, blankets which 
are worth, in a civilized market, from five 
to fifty dollars. They are so handsome 
that they would ornament any house. Mrs. 
General Logan, a lady of fine taste, has 
them for portieres in her home in Wash- 
ington. 

Concerning the social and religious condi- 
tion of these Indians, Mrs. Willing writes as 
follows: ‘‘ With all their industry and skill 


the life of Navajo women is hard enough. 
They are bought, instead of being wooed, 
for marriage. A girl is worth from ten to 
twenty-five horses, according to her beauty. 
She is regarded marriageable, or rather 
marketable, at from nine to thirteen years of 
age, just when she ought to begin to learn 
in good earnest. The hogan in which I saw 
the woman weaving was of adobe and 
quite palatial beside most of them; but it 
was as dingy and untidy as one could im- 
agine. 

“They have a savage sort of medical 
practice, with their sweat-houses, their 
drums and paint, and their heroic treatment 
of the doctors themselves. When a medicine- 
man has failed to cure nine patients they 
lead him outand shoot him. I forgot to in- 
quire the average age of the medical men. 

‘‘Like most people of low spiritual life 
they are in mortal terror of death. They 
will not live in a hogan where one has died. 
When the medicine-man gives a patient up 
they carry him out and leave him to die 
alone. They will not touch the dead body. 

‘‘They are a religious people, though 
they have no idols, worshipping only the 
Great Spirit. They have their praise dances, 
rain dances, prayer-for-a-crop dances, and, 
worst of all, their snake dances, which are 
horrible beyond description.” 


MISSIONARY INTELLIGENCE. 


Fonp pu Lac.—The Rev. E. A. Good- 
nough, rector of Hobart Church, Oneida, 
died at Oneida, where he had been for many 
years a missionary to the Indians, the 25th 
of January last. On the 28th of January, 
the wardens and vestrymen of the church 
met at his late residence and adopted a min- 
ute regarding his death. In this minute 
they testify in very warm and loving words 
to Mr. Goodnough’s fidelity in the exercise 
of his office and his unvarying devotion to 
all the members of his flock, to whom his 
death has brought great sorrow. 


Kansas. — Bishop Thomas writes from 
Topeka, under date of January 17th, as fol- 
lows: ‘‘ Your notice of $1,000 additional 
appropriation to Kansas was received to-day, 
I cannot tell you what a relief this is. [t 
means for me three or four new missionaries 
for stations which otherwise, on account of 


crop failure, I should have been obliged to 
abandon. 

‘¢ When one speaks of Kansas he should 
always distinguish between eastern and 
western Kansas. Owing to the difference 
in altitude between these two sections the 
soil and climate differ as much as Kansas 
and Colorado. For three years the crops in 
eastern Kansas have been fair; this last year 
they were bountiful; whereas, in western 
Kansas we have had four successive years of 
very poor crops. Every year the farmers 
grew poorer, until at last many have been 
obliged to give up their farms to the mort- 
gagees. 

‘¢‘Many of my western stations which 
three years ago could pledge from $200 to 
$400 each, cannot this year raise $100 for 
the services of the Church. In such places 
there was danger of losing all that had been 
gained; but with the help the Board gives 
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me, I hope by means of itinerant missiona- 
ries to stem the tide until it turns. 

‘*T am pushing the work wherever I find 
a favorable opening. In three years we 
have doubled our communicants, trebled 
our confirmations, and increased our offer- 
ings at least threefold. To accomplish this 
I have travelled on an average about 2,000 
miles a month, and so long as my health 
remains strong, I am happy to do this; 
but, owing to the number of stations to be 
visited (many of which see no other mis- 
sionary) and their distance from each other, 
Iam obliged to be from home more than 
three-quarters of my time. Kansas is a 
favorable field for the Church, and at no 
distant day, if the work is pushed with 
vigor, there will be a rich harvest. 

““The Rev. Mr. Green, our colored mis- 
sionary, is building a new church in Topeka, 
He has been holding services in his rectory. 
He is an excellent missionary. His new 
church will cost about $1,200. When built, 
I think his work will strengthen.” 

Minnesota.—The Rev. J. Wynne Jones 
writes to Bishop Gilbert, under date of Jan- 
uary 27th last, as follows: ‘‘I am having as 
- exciting a missionary experience here as at 
Glencoe, taking funerals into account as 
missionary work. Last week, I gave a con- 
firmation lecture on Tuesday evening. On 
Friday I gave a lecture explanatory of the 
Sunday-school lesson, and on Saturday at- 
tended a funeral at Frontenac, and had to 
go several miles into the country, and drove 
ahead of the funeral procession to the church, 
where I conducted the burial service and 
preached a sermon, which is always expected 
in country places. It was 4.30 p.m. before 
I was through, and as I had to leave in the 
morning, I was without dinner. After 
luncheon I drove back to Lake City and ar- 
rived here at 9.30 P.M. 

‘¢ After morning service on Sunday ateam 
was waiting to take me twelve miles into 
the country. I had been invited to dinner in 
Lake City, but had to forego that pleasure 
and again start on an empty stomach. After 
various vicissitudes of fortune among snow- 
drifts, having been thrown on our heads 
into one, we arrived at a little Methodist 
meeting-house, where the service was to be 
held. We were quite chilled; but as the 
room was poorly heated and the funeral 
procession was in sight, I donned my vest- 


ments, hoping that I might be able to warm 
up with the service and sermon, after the 
committal service at the burial ground. We 
were invited to lunch; but we had to be home 
in time for evening service, so we jumped 
into the cutter and wended our long twelve 
miles journey back again. We again got 
stuck in a snow-drift and were thrown out 
head foremost, but managed to reach home 
by 5.30 p.m.” 


NortH Carouina.—The Rev. William 
Walker, of Pittsborough, writes further as 
follows, under date of January 30th, of his 
work among colored people at Noise, in 
Moore county, which was described by him 
in the January number of this magazine: ‘‘I 
am sure you will be glad to know that my 
appeal, which you ‘were kind enough to 
publish in Tue Sprair or Missrons is bring- 
ing help to us in our need, and that I am in 
hope of getting the church finished, and — 
that my visions of an establishment in those 
wilds may yet be realized. How dol long to 
have the light spread among those people! 
They are susceptible of good, sound teach- 
ing, and the order and beauty of the Church’s 
methods are a great relief to the sober, 
thinking ones from the chaotic religion that 
has held them down. 

‘One of the boys from the mission, an 
intelligent fellow, is now at St. Augustine’s 
School, at Raleigh, and we hope it will fit 
him to be of use to his people. 

‘¢‘'The floor is laid in the church, and we 
hope now to have it ceiled with hard pine 
throughout and finished in oil. We already 
have the promise of the oil when we are 
ready for it. 

“‘T do not know of any work that will 
bring better results than this among these 
people. They are teachable and affectionate, 
and become easily attached to one if they 
have half a chance and are let alone.” 

Sournh Daxora.—The venerable Rev. 
Joshua V. Himes, missionary at Elk Point, 
writes, under date of January 18th, giving 
details of the past history of the missionary 
work at that place and in its vicinity, and 
says: ‘‘Now the mission at Elk Point is 
ready for an advance. The foundation has 
been laid by long and patient toil and dis- 
cipline. A new generation has been trained 
by the Church for work, and all things are 
ready for an advance. The Church people 
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here have been mostly of the poor class. 
The Sunday-school has been the nursery of 
the church, and the children are mostly 
from poor families from the outside. So 
that if we do much to improve our condition 
as to church-building, it will have to come 
from outside parties. 

‘“When at the General Convention, in 
October last, you were very kind to me and 
Father Byrne in introducing us to the Board 
of Missions, at St. George’s Church, with a 
kind word to us, as the two oldest mission- 
aries of the Church; I being eighty-five and 
Father Byrne eighty-three. I then said 
that I should return to my field of labor for 
work, as usual, and retire only when the 
Master should call me away from the field, 
and with the vigor and energy of forty 1am 
now conducting mission work and Sunday- 
school, and looking after the sick and the 
poor—the work of an active missionary. 

‘‘Under these circumstances I feel that 
my field should be enlarged, and that I 
should be helped, so as to do more for the 
mission cause than in time past. I want 
room and help for both church and Sunday- 
school. 

With the prospects of our town for ma- 
terial growth and permanent interests, both 
for its own institutions and those of the 
churches and Sunday-schools of all the pro- 
fessed Christians of the town as well, I 
think the time has come for the mission of 
the Church here to take a step in advance, 
and strengthen and build up the Protestant 
Episcopal Church, which has sustained a 
mission at this place for more than two score 
years, especially as the other societies in 
town have in the last year provided them- 
selves with large and beautiful places of 
worship. 

‘‘In conclusion, I make the following 
suggestions, and then leave the matter in 
care of God’s good providence. 

‘‘First. Our mission could furnish in land, 
material and money $1,000 toward a new 
chapel. It would require $1,500 more to 
make the improvements we need, for church 
and Sunday-school purposes, 

‘« Secondly. As Bishop Clarkson took the 
greatest interest in this mission I have 
thought it might lead some one of his many 
wealthy friends to build here a memorial 
chapel to him as the first Bishop who ex- 
ercised jurisdiction here. This would give 
the Church four beautiful church institu- 


tions in the Missouri valley from Sioux City 


to Yankton. 
‘‘T cannot speak as a young man, for I 


am old, but like Joshua the son of Nun, with 
an undimmed eye and vigorous natural 
force, the best of health, with vigor of body 
and mind to carry out any work of my mis- 
sion under the direction of my good Bishop, 
in what remains of mortal life. Iam now 
looking for five years of good work, by the 
permission of the Author and Giver of life, 
and will then at ninety, if God so order it, 
say, ‘Now lettest Thou Thy servant depart in 
peace.’” 


Tur Piartre.—Bishop Graves writes from 
Marshall, Minnesota, February 11th, as fol- 
lows: ‘‘I have finished my first visitation 
through the southern portion of the juris- 
diction. I had but few confirmations (nine), 
as the notice was not given long before, and 
the Christmas season interfered with prepa- 
ration. I was warmly welcomed by the 
people everywhere. I visited fourteen places. 
At the four parishes formal receptions were 
given me, and at all the other places I called 
at the homes of all the Church people and 
others who were likely to become interested. 

‘‘T have but three active missionaries be- 
sides the four rectors. The Rev. 8S. F. 
Myers, our missionary at Arapahoe, I took 
with me through the Republican valley, and 
arranged to have him open services at five 
additional places, stretching 150 miles along 
the Burlington and Missouri railroad, from 
Red Cloud to McCook. Another line of this 
road runs parallel with this thirty or forty 
miles north, the whole length of the juris- 
diction, having half-a-dozen nice towns. 

‘‘ Along the Platte valley and on the 
Union Pacific railroad I found the oldest 
towns of the jurisdiction, and four clergy- 
men at work. I visited a number of the 
smaller towns, organized ladies’ societies and 
arranged for occasional services from the 
rectors at North Platte and Kearney. 

“‘T need at once a missionary along the 
line of the railroad from Hastings to Grant, 
and another at Broken Bow, Calloway and 
Ravenna. Another will be needed along the 
Elkhorn Valley railroad between Ewing and 
Valentine as soon as I can visit that field. 
Still another must be had for St. Paul, Ord 
and Loup City. Half-a-dozen more could 
be set at work, but these four must be had 
at once.” 


ay femme ae YI TY 
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Form of Bequest to Foreign Missions. 


1 give, devise, and bequeath, to the Domestic and Foreign Missionary Soci- 
ety of the Protestant Episcopal Church in the United States of America, for 


Foreign Missions. 


MR. TYNG’S WORK IN JAPAN. 


A NEW STATION AT KIOTO. 

THE Rev. Theodosius §. Tyng writes, 
under date of December 15th last, as fol- 
lows: ‘‘I have several matters of impor- 
tance to report. First of these is the begin- 
ning of work in Kioto. Kioto is, perhaps, 
the best known abroad of all Japanese cities. 
In population it ranks next to Tokio and 
Osaka, having 270,000 inhabitants. It is 
the head-quarters of the powerful Shinshiu, 
or Monto, or Hongwanji sect of Buddhists, 
the only sect that now retains any great in- 
_ fluence in Japan. Here are the numberless 

old temples which all tourists go to see, 
and here is now nearing completion the 
great new temple, built by contributions 
from all parts of the country, and intended 
to demonstrate the power of Buddhism to 
all the land, and even (for Japan is an am- 
bitious country) to allthe world. Looked at 
from one point of view, it is a symbol of 
strength. The great rope of women’s hair, 
offered by myriads of devotees, to hoist up 
the great timbers of the temple, the hun- 
dreds of thousands of dollars which have 
been spent in its construction, certainly 
speak of life in Buddhism ; but looked at 
from another point of view, this great en. 
terprise tells of decay, material decay, be- 
cause it is only by immense effort and with 
immense, difficulty that the work has been 
even so far accomplished, and moral decay, 
for there has been untold dishonesty in the 
building of it. Nobody knows what it has 
cost, and I am informed that no accounts 
are kept, purposely, that the zeal of the 
priests in collecting may be quickened by 
abundant opportunity to help themselves 
liberally out of the money collected. 
_ Tt is needless to say that Kioto is a diffi- 
cult field, and equaliy needless to say that 
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it is an immensely important one. Work 
has been carried on here for perhaps sixteen 
or seventeen years, but it has been left hith- 
erto entirely to the Congregationalists, who 
have here their great training college, the 
Doshisha. The consequence of this has 
been that while in Osaka there are sixteen 
Protestant churches, in Kioto, with two- 
thirds of the population, there are only 
three, and one of these, the Doshisha col- 
legiate church, contains almost no Kioto 
people. By a curious coincidence, the 
Presbyterians began work there within a 
few days of the time that we began. This 
sudden coming in of reinforcements to the 
Christian army, I am told, has seriously 
alarmed the Buddhists, and a consultation 
of their chief priests was held to devise 
means to repel the invasion, it being de- 
cided, among other things, to send to Tokio 
for help. On our part, we have done noth- 
ing but to rent a modest Japanese house, 
say twenty-one feet wide by fifty feet deep, 
fit it up temporarily for use as a chapel, and 
send three young men and one woman (all 
Japanese) to preach and teach, and gather 
together such people as are willing to hear. 
The Presbyterians have done no more as 
yet, and it seems as though so much alarm 
on the part of the owners and builders of 
these great temples, with their thousands 
of priests, were quite uncalled for; but they 
themselves know well it is not, and their 
contest against the Christian faith is assum- 
ing more and more the aspect of a death 
struggle. 

‘‘ Now, let not any reader of ‘ The Light of 
Asia’ shed needless tears over the downfall 
of what he may think the beautiful fabric 
of Buddhist faith. The spirit of the Buddha 
who renounced idol worship and taught 
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that salvation is by righteousness is not 
with the Buddhists, but with the Chris- 
tians, and darkness is not coming because 
the ‘Light of Asia’ pales before the Light 
of the World. 

‘‘We have every reason to be thankful 
and gratified with the way in which our 
work has begun. People have attended 
largely and listened attentively, and the 
same hearers have come again and again, 
so that in the month since we began, the 
way has been opening into the houses of 
people who are anxious to be taught. On 
the first Sunday of this month I adminis- 
tered the Holy Communion for the first 
time in Kioto, the number of communicants 
being sixteen, six of them being the mission 
workers and members of their families, and 
the others students in various Kioto schools. 
So you see we already have a little church 
in the place. 

**THE WORK IN TSURUGA. 

‘‘In Tsuruga, from which place I write, 
I administered the Holy Communion for the 
first time this morning to nine communi- 
cants. This place is the terminus of the 
railway from Kobe and Osaka to the north- 
west coast, and though the population is 
under 12,000, it is the principal port on this 
coast, and a place of great prospective im- 
portance. If Kioto is the headquarters of 
Buddhism, the three or four provinces 
stretching along the coast from this place 
northward are the region from which it gets 
its main support, and are described by the 
Japanese sometimes as the ‘kitchen,’ and 
sometimes as the ‘stomach’ of the Shin- 
shiu sect, Asa matter of course the oppo- 
sition to Christianity is stronger than in any 
other part of the country; but the religious 
spirit is also stronger, and though our work 
may be slow, we are likely to have here 
very earnest and steady Christians when 
once they are brought in. So far the work 
has developed with most unexpected rapid- 
ity. Our first service, in a theatre, was 
held at the end of June, and I have already 
baptized five adults and three children. 
They are all from one family—a retired phy- 
sician and his wife, with a married son and 
daughter-in-law, daughter and three younger 
children. The father, who had before been 
favorable to Christianity, was greatly in- 
fluenced to become a Christian by the re- 
markable reformation under the influence of 
the Gospel of his son, who had before been 


very dissipated. The older manis possessed 
of some means, and has offered to give a 
kura, or fire-proof storehouse, to be turned 
into a church. It is 80x48 feet in size, 
strongly built, and will answer its purpose 
admirably. Of course I am delighted to 
have the church, and still more delighted 
with the earnestness which has led this man 
to make such an offering to God on the very 
day of his baptism. He will contribute 
something also toward fitting up the build- 
ing, and I hope to have it ready for use very 
shortly. 

‘‘ Besides the catechist in charge of this 
station, Mr. Okamoto, I have had a volun- 
teer helper working here whom you will be 
glad to hear of. He is a communicant of 
St. Paul’s Church, Osaka, Nagata by name, 
a dealer in tea, a man overflowing with zeal 
and energy. There is little doing in his 
business now, and he has determined to de- 
vote the time until the opening of the tea 
season in May to work as an evangelist, 
without pay. Until now he has paid all his 
own expenses also, and intended to do so 
always, but some money owing to him has 
not been paid and he is no longer able to do 
this; I have therefore undertaken to meet the 
greater part of the expense of his work, he 
still serving without pay. 

‘‘In addition to work here in Tsuruga, 
where he has brought his family, Mr. Na- 
gata has been carrying on work in the town 
of Imazu, on Lake Biwa, spending about 
half his time there, walking back and forth 
to save expense, a distance of some miles 
over the mountains. This he can no longer 
do, as the mountain passes are filling up 
with snow, but must go around by train 
and lake steamer. This of course will in- 
crease the expense of his work. The pros- 
pect in Imazu is very encouraging. Mr. 
Nagata is not aman of any special educa- 
tion, but his earnestness has greatly stirred 
the people of the place, and out of a popu- 
lation of about 2,000 he has had audiences 
of 500 or more. 

‘CA GREAT OPPORTUNITY. 

‘*Since I began this letter a piece of news 
has come to me bearing on the decay of 
Buddhism. The great Cho-In temple in 
Kioto, well known to tourists in Japan, the 
chief temple or cathedral of the Jodo sect, 
has been seized, with all its contents, for a 
debt of 100,000 yen; say, $80,000 in gold. 
If any one would like to buy it, and turn it 
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into a Christian church, $50,000 would 
probably do it, and even perhaps half that 
sum might be sufficient. There is a good- 
sized building connected with the temple 
which, I am told, might easily be fitted up 
for a school-room and class-rooms, and 
plenty of ground to add other buildings, if 
needed. Perhaps some one who is thinking 
of putting up a memorial church will tele- 
graph me authority and money to buy this. 

“‘T am writing now from Fukui, in the 
heart of the Buddhist country. The work 
here for the last year or more has produced 
as yet no visible result in baptisms, and 
there are no catechumens. We have one 
preaching-place (I can not make up my 
mind to dignify these places with the name 
of chapels, in spite of the greater church- 
liness of the sound). It is a very poor one, 
and it was only with very great difficulty 
that even this could be found. The people 
in general are very unwilling to rent houses 
even to private Christians, and of course it 
is still harder to get any place for Christian 
preaching. For large meetings it is usually 
impossible to rent any place at all. Iam 
convinced that if this region is to be worked 
effectually, we need to be able to buy houses 
to fit up for our work. The total sum re- 
quired would not be very large, and it 
would be cheaper in the end, I believe. As 
matters stand, we are wasting our forces 
and our opportunities. Here in Fukui, for 
instance, we ought to have, say, four preach- 
ing-places in different parts of the city, each 
opened one night in the week, or oftener, if 
another catechist could be put in here. 
And so to a greater or less degree in other 
places. 


‘*4 BUDDHIST SOCIETY. 

‘¢ Our difficulties here are greatly increased 
by the fact that unprincipled politicians are 
making use of the Buddhists for their own 
ends. They have formed an association 
with the tremendous name of Sonno Ho- Butsu 
Daido Dan, or Grand Union of Loyal Sub- 
jects of the Emperor and Devout Buddhists. 
Even this long translation does not quite 
convey the full meaning of the original, 
Daido meaning unity in essentials, and in- 
dicating that different Buddhist sects and 
political parties are to sink their minor dif-. 
ferences and unite upon those points that 
are common to all. In this are enrolled, in 
this part of the country, many of the better 
class of people, and nearly the whole of the 
lower classes. Associate members pay a fee 
of twenty cents, full members fifty cents, 
and managers one dollar. Their tactics to- 
ward Christianity are almost altogether con- 
fined to a system of ‘ boycotting,’ extending 
to all matters of social and business inter- 
course. 

‘It is not to be supposed, however, that 
the people have really such an amount of 
zeal for Buddhism as all this would seem to 
indicate. The main inducement to join the 
association is mutual fear. The shop-keep- 
ers of the towns particularly, who, as a rule, 
are not at all zealous, especially as to giving, 
are afraid that if they do not enter the 
Grand Union their country customers will 
desert them. For it is principally in the 
small villages among the mountains that 
genuine faith in Buddhism remains. The 
hearty worshippers of Amida, like the idol- 
worshippers of the later Roman Empire, are 
mostly pagani—villagers.” 


CHINA AND JAPAN. 


Curna is a colossal empire; Japan one in 
miniature. Japan may be among the 
‘‘things which are little upon the earth, 
but exceeding wise”; diminutive, but 
‘‘mighty”’; yet it will probably never exert 
the influence in the politics of the East that 
China will exert, particularly after China is 
girded with the strength of modern civiliza- 
tion and Christianity. 

The Japanese are the French of the East; 
the Chinese, the Germans or Anglo-Saxons. 
The Japanese are quick-witted, mobile, im- 
itative, and in some things not exceptionally 

profound, They are intellectual as a read- 


ing people, devour newspapers and books, 
and have one of the best extant systems of 
public schools. The Chinese are keen, slow 
to be convinced, stolid, independent, and 
deep. They cannot be said to be an intel- 
lectual people in the same sense as the Jap- 
anese, but they have the basis of intellect- 
ual prominence in their graded examinations, 
‘literary class,” and ‘‘show of learning.” 
What they need is to modernize their meth- 
ods and combine aristocratic with popular 
education, to entitle them to the designation, 
‘¢an intellectual people.” 

To one coming from America, the Japan- 
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ese face has all the brightness, the Chinese 
all the stupidity; that is because the Japan- 
ese cast of countenance is more closely allied 
to the cast to which we are accustomed, the 
European cast. A short residence in China 
is sufficient to convince one that facial ap- 
pearances, like some others, are ‘‘ decep- 
tive;” and that there are as great evidences 
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of intellectual capabilities among the Chi- 
nese as among any other nation, particularly 
a nation that has not ‘‘had a chance.” I 
have seen as bright faces among the Chi- 
nese as among any people I ever met; I have 
seen as dull faces among the Japanese as 
among any people I ever met. —Rev. L. A. 
Gould, in Baptist Missionary Magazine. 


ANNOUNCEMENTS. 


Africa.—The Missionary Bishop of Cape 
Palmas has appointed Mr. Henry E. M. Hne 
Baker as missionary teacher at Gedagbo, the 
' capital of the Tebo tribe, whose territory 
‘extends over 100 miles from above the 

Cavalla River rapids to the seaboard. This 

new station is at the furthest point in the 

interior yet reached by our mission. 

—A letter has recently come from Dr. E. 
J. Tucker announcing his safe arrival at 
Cape Mount on the 3d of January. His 
sailing from Liverpool was delayed until 
December 16th. The surf being quiet he 
landed the large mission building, which he 
took with him, without difficulty. He was 
obliged to hire fifty men to carry the timbers 
of the house up the hill to its site at St. 
John’s Station. 

Japan.—Mrs. Belle T. Laning, wife of 
Henry Laning, M.pD., of the Japan mission, 
died of pleuro-pneumonia at Charlottesville, 
Virginia, the home of her father, at mid- 
night on February 11th. 

—John J. Sellwood, m.p., of East Port- 
land, Oregon, who at the December meet- 
ing was appointed as missionary physician 
to Japan, left his home February 10th, in- 
tending to sail with his wife from Van- 
couver, by the steamship ‘‘ Batavia,” for 
Yokohama, February 15th, 

—Miss Lisa Lovell, at the stated meeting 
of the Board of Managers held December 


10th, 1889, was appointed missionary teacher 
to Japan. At the meeting of February 1ith 
the Board was notified that she had accepted 
her appointment, which took effect that day. 
It is Miss Lovell’s purpose to proceed to the 
field after Easter. 

—Mr. John D. Hird, a professor in the 
Maryland Agricultural College and state 
agricultural chemist, was appointed at the 
stated meeting of the Board on February 
11th missionary teacher to Japan. Upon 
his arrival, Mr. Hird will be assigned to 
duty by the Standing Committee of the 
mission. It is expected that he will be ap- 
pointed teacher of chemistry, physics and 
the natural sciences in St. Paul’s School, 
Tokio. 

China.—Mrs. Katherine L. Locke, wife of 
the Rev. Arthur H. Locke, after a prolonged 
illness, died at Saranac Lake, New York, on 
the 22d of January. Mrs. Locke, with her 
husband, arrived in China in the month of 
March, 1888. Because of her broken hexlth 
they left Hankow in November, 1888, ex- 
pecting to spend the winter in the south of 
France. Mrs. Locke’s condition, however, 
made it necessary for them to come immedi- 
ately to the United States. They arrived in 
New York in January, 1889, and have since 
been residing in the Adirondacks. Until 
recently there was good hope that Mrs. 
Locke would recover her health. 


GREECE. 


ALTERATION OF THE MISSION SCHOOL 
PROPERTY. 

A NEw square has recently been onened 
close by the mission premises in Athens, 
which has necessitated an entire readjust- 
ment of the lines of the property. Miss 
Marion Muir writes with regard to this 
matter: ‘‘The minister for foreign affairs 
brought the city engineer on Saturday last 
and gave him instructions to see that the 


plan of street and measurement of new 
court were given over to us at once, as our 
school court could not be allowed to remain 
open tothestreet. The new line will change 
the form of our court; but I do not think 
that will be against us, for we shall gain 
part of the site of an old house just re- 
moved for the. ground we lose at the en- 
trance, which will make our court more 
shapely. To-day I have sent for permission 
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to construct the wall, and now I hope to be 
able to use the Bohlen Fund in constructing 
at the new entrance ‘the Bohlen industrial 
wing.’ 

‘* We must dig out a foundation for the 
wall, and this alone may lead to excava- 
tions in the court. It is generally believed 
that our court has a good part of the old 
market place under it, and the excavations 
may be very interesting. To guard against 
trouble in working it, and at the same time 
thinking it would not be fair for Greeks to 
excavate on American property, I asked the 
minister for foreign affairs, who is also pres- 
ident of the Archeological Society, if the 
American Society of the Art School here 
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could be allowed to make the excavations. 
He said, ‘I give you full permission to do 
what you like in the matter.’ The presi- 
dent of the American Art School has been 
to see the place and he is very pleased to 
have the work to do, and also to be of ser- 
vice to the school. 

“The Roman Catholic church, which 
joins on part of our east wall, has to come 
down also; so, when all is finished, our 
school will stand out all alone in the great 
square of the Agora.” 

Miss Muir adds: ‘‘The new American 
consul comes daily to listen to the readings 
of Greek in our school to get his ear edu- 
cated to the sound of Greek.” 


AFRICA. 


NEWS OF THE MISSION. 

THE Rev. M. P. Keda Valentine, in writ- 
ing from Cuttington Station, December 10th 
last, says: ‘‘ Our Bishop has been quite ill; 
but, thank God, he has recovered. He had 
just returned from a trip in the interior, 
where he went farther than he had ever 
travelled in that direction, and ended his 
journey in the capital of one of our largest 
_ tribes, and made arrangements for a station. 
The territory of the Tebo tribe extends over 
one hundred miles, from above the Cavalla 
rapids to the seaboard, with a line of towns 
all through the forest from north to south. 
A missionary in the Tebo capital will have 
wide scope for work, and Christianity once 
well established in that heathen city, will 
have wide influence for miles around. 

_ “Our semi-annual convocation at Cape 
Palmas has just ended, having met on the 
6th, 7th, and 8th of this month, and many 
of the members have returned to their posts. 
Very interesting reports were read, followed 
by lively addresses. I am fully persuaded 
that the Holy Spirit is working among us. 


There is life in the Church, men are truly 
working for the salvation of souls, and there 
is substantial progress in the work. Men 
are beginning to understand what it really 
is to be a Christian and to do the work of a 
Christian. The Saviour’s injunction, ‘ Freely 
ye have received, freely give,’ is gradually 
being realized. We pray that such life and 
progress and experience in the work as we 
are beginning to see and feel now may in- 
crease more and more, until true Christian- 
ity, with all its privileges, shall be well 
established here in these benighted ter- 
ritories of ours, that our posterity may have 
the happiness to enjoy such high and 
healthy Christianity as is now enjoyed by 
the races of Japheth.” 

In another letter, Mr. Valentine, writing 
of the Bishop’s illness, says: ‘‘ From press- 
ure of duty which he was leaving behind 
him in starting upon his tour, and the con- 
sideration of the Cape Palmas Convocation, 
that was coming on, he was compelled to 
make too rapid marches. Providence smiled 
on us, however, and he has recovered.” 


CHINA. 


A GREAT NEED OF THE ICHANG STATION. 

Tur Rev. Herbert Sowerby writes from 
Ichang, December 10th last: ‘‘The Bishop 
has been here on a visit, and was very much 
pleased with the work. He fully sees the 
necessity of securing a lot or house. We 
have the only house which we can rent, and 
this may be sold at any time, and then we 
must leave. The lots are all taken and the 


English consulate cannot get one. The 
price of this house is, say, with what little 
may need to be done, $8,000. Though this 
seems a high price, remember that it is the 
last lot, that it has a new house on it, and 
has a rear garden large enough to put an- 
other house on, and that its front and dund 
will always be salable at a good figure, If 
we do not take this we must buy a lot in a 
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dirty and unhealthy part of the city, a long, 
narrow piece surrounded by Chinese houses 
and fever, and where any day a fire may 
burn us out, and which would cost $6,000, 
be one-third the size of the present house, 
and not salable should we wish to get rid 
of it. If the Church at home takes any in- 
terest in systematic evangelistic work con- 
nected with its schools here, then it will 
support the Ichang station. 

‘‘The Bishop held a confirmation here. 
The Church members provided a little Chi- 
nese feast for him. We have now in Ichang 
and Sah-sze thirty-three (men, women and 
children) baptized. We baptize only those 
who have some employment, and employ as 
workers at the station only those from our 
schools and college. 

“‘T am mostly employed just now in pre- 
paring three young men to be evangelists, 
who have been for years at the Bishop 
Boone Memorial School, at Wuchang, and 
are aged respectively twenty-one, twenty, 
and nineteen. Mrs. Sowerby has begun 
work again, and the women’s class has in- 
creased from three or four to more than a 
dozen.” 


CHRISTMAS-TIDE AT SHANGHAI. 

Miss SyBrn CaRTER writes from Shanghai, 
January 3d last, as follows: ‘‘ Christmas has 
passed very happily at St. John’s, and I wish 
that all the friends of missions could have 
seen the pupils of St. John’s College, St. 
Mary’s School, and the orphanage. 

“*On Thursday before Christmas there 
was held in the church the semi-annual 
meeting for reports of the Deacons. As it 
was all in the Chinese language I cannot 
report that, but the day was closed by a 
Chinese feast in the house of the Rev. Mr. 
Pott; that I can report upon fully, for I en- 
joyed the dainty fare exceedingly, as well 
as the company of our whole staff of workers 
in St. John’s. I am told these meetings 
occur twice a year; Mr. Yen holding one 
during Easter-tide, Mr. Pott the one near 
Christmas, 

‘Christmas Eve was to have been chil- 
dren’s day, but the fact is we all seemed 
included in the festivities; so we forgot the 
distinctions of age. arly in the afternoon 
we found ourselves in Miss Spencer’s school- 
room, looking at the fine tree she had pre- 
pared for her boys. Suddenly a cry arose, 
and in came Santa Claus. As he had never 
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been seen by any of the young people, you 
can imagine the delight his coming gave. 
Presents showered thick and fast, every one 
being remembered by the kindly old gentle- 
man, and the Chinese boys were very happy. 
They were called upon by their teacher to 
sing a Christmas hymn in English, which 
they did exceedingly well. One cannot say 
too much in praise of the music here. Mr. 
Pott and his wife, and Miss Spencer are in- 
defatigable in drilling boys and girls, and 
the music in school and church services is a 
very great pleasure to all who hear it. 

‘* After the exercises were over in the col- 
lege, we took our supper hastily, and at 
seven o’clock, went over to St. Mary’s, where 
the girls were to have their tree. Very 
soon after we reached the room the side 
door opened and the orphans came in from 
the orphanage next door. Then the girls of 
St. Mary’s School came in. How can I 
help you to call them up to sight in far-off 
New York, these bright little people, so 
round, with many dresses to keep them 
warm—such plump, chubby ones they are ? 
As their custom is not to have fire in their 
houses, they look like bundles of cotton 
wool, with heads peeping out at the top; 
for every cold day they have, not an extra 
shovel of coal, but another garment put on. 
Well, Santa Claus came to them also, and 
though they were panic-stricken for a few 
moments, and ran wildly into corners, they 
were soon running around his feet, feeling 
he was a friend to all. 

““ One little incident will be of interest to 
you. Just before the door was opened for 
us to go in to see the tree, we observed, 
while our pupils and orphans were in their 
holiday garments and sitting in chapel look- 
ing so happy, that clustered about the door 
were a group of the poor heathen children 
from the village near by. We saw the great 
contrast between them, with their thin, 
ragged clothes and dirty faces, and our 
happy Christian little ones. Some one said, 
‘I wonder if the poor little ones cannot be 
let in.’ Mrs. Boone asked Mrs. Pott, who 
has charge of St. Mary’s, if she was going 
to let the village children see the tree. I 
shall never forget the joyful ring in her 
voice as she called out, ‘ Yes, indeed, and 
they shall have some of the feast too.’ 

‘*T hope that, some day, Mrs. Pott will 
visit America. I want many to see this 
glorious woman. I feel, every day, that if 
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we had done no more in the past fifty years 
than win her and educate her to do the 
grand work she is doing for girls here, all 
our money would have been well spent. 
She knows every child, and every one knows 
her. The love they show for her is beauti- 
ful. If she opens the door unexpectedly 
the little ones flock about her, each telling 
her the pleasure or trouble of the moment, 
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and she hears all and helps all. The work 
here is much blessed in having such excellent 
workers as Mr. and Mrs. Pott. 

‘‘On Christmas morning we had early 
Communion at half-past seven, and at ten 
the Litany and Christmas carols. All the 
foreign children were then given luncheon 
at Mrs. Boone’s, and immediately after a 
small tree was given.” 


JAPAN. 


NEED OF MONEY FOR MR. TYNG’S WORK. 

THE Rev. Mr. Tyng, in continuing his let- 
ter of December 15th last, of which a large 
portion is given elsewhere in this magazine, 
says: ‘‘ Now I come to what is at present my 
greatest difficulty—the want of money to 
carry on the work. There is made to me, 
out of the appropriation for chapels and out- 
stations, an allowance of a little over $1,000 
a year. Out of this I must pay all the 
necessary expenses of carrying on the work 
in sixteen different places. This includes 
rent of four preaching-places and houses for 
eight native workers, the fitting up and fur- 
nishing of new preaching-places, books for 
the use of the workers, both in their own 
~ studies and in direct mission work, and the 
travelling expenses of all engaged in the 
work, including seventeen regular native 
workers, myself and any others, natives or 
foreigners, who may from time to time go 
out to help me. The sum at my command 
is utterly insufficient. It is, it is true, con- 
siderably larger than last year; but the ex- 
penses have increased in much greater ratio. 
Until recently my country work, being 
carried on chiefly in the provinces of Kishiu 
and Yamato, was comparatively inexpensive. 
With one brief exception, I never had to 
pay any rent for preaching-places, the peo- 
ple furnishing them themselves. Now, the 
people who were once disposed to interest 
themselves in Christianity, as the latest 
novelty, are absorbed in politics, and even 
in Kishiu and Yamato it would probably be 
impossible to do our work over again with 
as little expense as before. And the new 
work in Kioto, Tsuruga, Takebu, and Fukui 
is many times more expensive than the 
old. The beginning of work, too, involving 
the expense of fitting up the places in 
which our work is carried on, is more 
costly than after it has been started. For 


these reasons, one-half of my annual appro- 
priation has gone in three months, from 
September to November. In Kioto alone I 
have been obliged to spend in three months 
one-quarter of the amount appropriated for 
all my stations together. 

“‘To pay the workers now in my employ 
and to keep up the work as it is I shall need 
about $600 more for the remainder of the 
financial year. More than this, to make 
the work really efficient, I ought to open 
immediately not less than eight new preach- 
ing-places—one in Wakayama, one in Yuasa, 
a large town near Wakayama, two in Kioto, 
one in Otsu, a town of 20,000 inhabitants, 
forty-five minutes by rail from Kioto, one 
in Takebu, and two in Fukui. These coulée 
all be worked with my present force, and 
would greatly strengthen the efficiency of 
our labors. These, if rented, would cost, 
including fitting up, rent until September 
ist, and additional expense of carrying on, 
about $100 each. If I could buy instead of 
renting, in say about half of these places, I 
could spend from $2,500 upward with very 
great advantage. But that I suppose is 
hardly to be thought of now. 

‘Tf I cannot in some way open up these 
new preaching-places, the work, especially in 
the new stations Kioto, Takebu, Fukui, 
etc., can have but a fraction of its proper 
efficiency. You appreciate, no doubt, quite 
as well as I do that this is, par eacellence, 
the mission work. 

‘“‘T may add that I intend to appeal for 
help to some of my personal friends, and 
if the Board can make me an appropri- 
ation, I shall be glad to apply upon this 
anything that they may send me for the pur- 
pose.” * 


* In response to Mr. Tyng’s appeal to his friends 
$961 has already been received at the Mission 
Rooms. 
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TOPICS FOR PRAYER. 


I. That Almighty God would raise up 
workers for the China mission in its 
great need. 

Il. That there may be a greater consecra- 
tion of life and money as a fruit of 
this Lenten season. 


MISSIONARY HYMN. 
In the palace of God the board is spread, 
The house is ablaze with light— 
The harp and the flute and viol sound, 
he servants are robed in white. 
Chorus. 
Gather My guests from the North and South, 
From over the western sea; 
Gather from under the rising sun, 
That full may My mansion be. 


There are deserts of snow and cruel ice 
O’erarched by an arctic night, 
Where the shuddering savage sighs and 
waits, 
Expecting the coming light. 


There are acres of burning, barren sand, 
Where torrents are ever dry, 

And rovers, for lack of cooling streams, 
Lie down in the dust to die. 


There are hunters in forest, mountain, moor, 
And divers in ocean’s waves; 

There are miners for gold and diamonds 
That know not the blood that saves. 


From the hedge and the highway, street, and 
lane, 
We summon the sinners all— 
The hungry, the thirsty, the halt, the blind, 
To answer the gracious call. 


Till the house of the Lord be filled through- 
out, 
Till ordered the guests in place, 
In the wedding array of garments clean, 
Till the Master shall show His face. 
—Rev. S. Baring- Gould. 


Somes expert statisticians compute that in 
1990 this land will have a population of 
1,200,000, 000. 


GREAT RESULTS IN A SHORT TIME. 


Tus Rev. Dr. W. Ashmore, who was re- 
turning to his work in China, writing con- 
cerning the missionaries on board the steamer 
‘‘Belgic” from San Francisco, who were 
returning to Japan, says: ‘‘ They are full of 
enthusiastic hope with reference to their 
future, and well it may be so. Where in all 
the wide domain of missionary effort, at home 
or abroad, have such stupendous results been 
reached in so short a time? Less than a 
quarter of a century ago, and there was still 
posted up along the roadside an edict of 
death to any one becoming a Christian. Yet 
to-day there are Christians starting up all 
over certain portions of the empire now un- 
der evangelization. There are Christians in 
the country and Christians in the cities; 
Christians in the shop and Christians in the 
field; Christians among the common people 
and Christians among the nobles; Christians 
even among the chief rulers of the empire. 
The old edict of death is itself dead, and 
Christianity lives. Everywhere it is assert- 
ing itself as the regenerating force of the 
empire. It is the power of the future. It has 
not gained its victory yet, but it has its 
enemy at close quarters. Heathenism has to 
fight for its life. Before this century is up, 
it will be shown beyond a peradventure that 
Christianity is to rule Japan, and that the 
Shintoism of the ages is to be laid away in 
the sides of the pit where sleep all the dead 
paganism of the past. 

‘Look, for instance, at these statistics of 
the American Board, given by one of their 
missionaries in a home paper, and confirmed 
by those here on board the steamer. Fif- 
teen years ago—only fifteen years ago— 
they had two puny little churches, with 
about a dozen members in each, A day of 
small things, truly; a time when unsympa- 
thetic countrymen looked on to smile with 
contemptuous unbelief. Smile while you 
can, ye sceptics! This is God’s work, and 
not man’s. To-day these American Board 
brethren have fifty churches. They occupy 
as mission centres eight different points, 
stretching along over a space a thousand 
miles long, in which are not less than a 
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hundred out-stations. Thetwo dozen mem- 
bers have swollen to 8,000.” 


THE NEWEST AFRICAN STATE. 


THE most recently formed African state, 
Zambesia, which is to be governed and de- 
veloped by the British South African Com- 
pany, is of enormous extent, being three 
times the size of the United Kingdom itself. 
It lies between the present possessions of 
England in southern Africa and the great 
Zambesi river, and the charter includes all 
that is between the Portuguese possessions 
on the east, and the German protectorate on 
the west. The native chiefs have invited the 
British to come in, and the new company, 
at the head of which are the Duke of Aber- 
corn, the Duke of Fife, and Mr. Cecil 
Rhodes, the South African millionaire, is 
pledged to secure all this immense territory 
against the slave trade and liquor traffic. It 
will be the only state in Africa under foreign 
control from which the ruinous liquor traffic 
is excluded, unless we except that portion of 
the Niger territory ruled by the Royal asic 
Company. 


THE WORKING OF THE LEAVEN. 


The Harvest Field, a paper published in 
India, gives a remarkable account of the in- 
terest manifested in Bombay in regard to 
the protection of the Lord’s Day. It seems 
that it was proposed to change the day of 
the sailing of the mail steamer for England 
to Sunday, and the proposal has been stren- 
uously opposed by the chamber of commerce, 
the corporation of the city, and a great dem- 
onstration in the town hall, of representa- 
tive Christians, Jews, Parsees, Moham- 
medans, and Hindus. At this grand gather- 
ing men of various nationalities and faiths 
uttered in the strongest language their feel- 
ing in reference to the value of the Christian 
day of rest. This movement may well be 
considered a sign of the leavening influence 
of Christianity in India. 


CHURCH UNITY AND CHRISTIAN 
MISSIONS. 

THE unity of the Church is essential to 
the final success of missions. To borrow 
Dean Alford’s words: ‘‘That unity which 
gives power to missions, those missions 
which rest upon Christian unity, are to- 
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gether the seed of the Church.” How can 
we escape the order and relationship of 
these two great conceptions of Christian 
unity and Christian missions as Christ binds 
them together? How can we escape the in- 
fluences and conclusions that travel with the 
historical fact that Christian missions and 
Christian unity grow in the same soil, and 
are fostered by the same influences ?—Mis- 
stonary Review. 


AN INCOMPARABLE OPPORTUNITY. 


In a recent address in England, Dr. Max- 
well, a medical missionary in China, spoke 
as follows of the missionary hospital at 
Swatow, and of the incomparable oppor- 
tunity possessed by medical missionaries of 
bringing home spiritual truth to the hearts 
of the people: ‘‘ Hundreds of patients have 
left that hospital servants of Christ. There 
is no question of that. No less than 100 
patients last year asked for Baptism in that 
one hospital. Now what is the secret of the 
success which has attended the work of the 
Swatow hospital? It is that while such 
brethren as Drs. Cole and Lyon, devoted, 
skilled Christian men, have done their best, 
and have shown their own zealous interest in 
the spiritual welfare of their patients as far 
as they could, they have been backed up by 
a number of like-minded men and women. 
The result is that all through that region, 
100 miles to the north, 100 miles to the 
west, and 100 miles to the south of Swatow, 
you will find not only a large number of 
mission stations planted, with actual con- 
gregations, the direct fruit of conversion in 
the hospitals; but also all over that region, 
in villages here and hamlets there, you will 
find Christian men and women in ones and 
twos, living witnesses for the Lord Jesus 
Christ where there are no stations. 

‘‘You must recollect that there are no 
opportunities in China to be compared with 
these. I speak strongly. I speak from my 
own experience and from what I have seen 
of others. It is my conviction that, consid- 
ering the time that the patients are with 
you, considering the spirit they are in whilst 
they are with you and the quiet in which 
they live while separated from their heathen 
friends, there is no opportunity to be com- 
pared with the opportunity possessed by 
medical missionaries, and those who are 
working with them, of seeking to bring 
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home spiritual truth to the hearts of these 
people.” 


MY CROSS. 

When my way is hedged about me, 
Hedged with thorns of care; 

When the cross I loved so dearly, 
Seems too hard to bear; 

When my heart is bowed with sorrow, 
And no light I see— 

Lord, thy tender mercy pleading, 


Let me lean on Thee. 
—Selected. 


WILFUL PREJUDICE. 


An American gentleman states that he 
stopped once in the port of Amoy, China. 
He conversed with an intelligent ship- 
chandler, who resided there and who said 
that he had absolutely no faith in missionary 
work among the Chinese. ‘‘They will 
profess religion just as long as they are paid 
for it, and no longer.” 

The gentleman mentioned this conversa- 
tion to the Rev. Dr. Talmage, who has long 
been a missionary at the same port. The 
doctor smiled sadly. ‘‘Such perverse mis- 
conception of our work,” he said, ‘‘is one of 
the trials we have to bear. It is useless to 
reply to wilful prejudice; but if you wish to 
test the matter, I can give you the opportu- 
nity. You are going to Foo Chow. Ifyou 
will go there overland I will arrange it that 
you will put up with a native Christian 
family for every meal you take and every 
night you spend on the road.” 


A REMARKABLE LETTER. 


THE Baptist Home Mission Monthly for 
February prints a letter from a contributor 
whose interest in missions in this country 
had been greatly stirred by the words of a 
minister’s address to which he had just 
listened, and says: ‘‘ Accompanying this 
letter was a check for $5,000. This 
letter is not from a millionaire, but from one 
with but a moderate amount of this world’s 
possessions. The gift is not a fraction of 
the income, but $5,000 taken from the 
principal. Howrarely persons give of their 
principal while living! There are hundreds 
of Baptists throughout the land equally able, 
and many much more abundantly able to do 
this thing. To whom does the Lord’s mes- 
Sage come, ‘Go thou and do likewise’ ? 
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‘‘Note the spirit in which this gift is 
made: ‘J will give myself the joy of imvesting 
it in helping,’ etc. This language is the 
genuine expression of the soul. If there 
are Christians who do not know what this 
means, but who ‘give grudgingly,’ here is 
something for them to think of. . . 

‘‘Let pastors note the influence they may 
exert in stimulating the benevolence of their 
people. It was a pastor who spoke these 
stirring words referred to in the letter... . 
There are pastors, in whose churches are men 
of large wealth, but of small benevolence, 
who could not do a better service to the 
souls of these men than to tell them plainly 
and lovingly that they are robbing God by 
defrauding Him of the tithes and offerings 
which are His due.” 


A CHANGE IN MISSOURI. 


Tue Rev. Dr. Henry A. Nelson, the editor 
of the Church at Home and Abroad, has re- 
cently made a visit to Missouri and other 
states west of the Mississippi. In writing 
concerning what he saw at St. Joseph, the 
city of 60,000 people, built on and among a 
picturesque congregation of hills on the east 
shore of the Missouri river, he says: ‘‘On 
one of my days in St. Joseph, I visited a 
part of the schools for colored pupils. In 
one large and commodious building we 
found 375 pupils of different grades. The 
building is sufficient for 600 or more. 
Thirty-three are in the high-school depart- 
ment. The senior class, consisting of five 
young women, were reciting to the princi- 
pal. Their lesson was in Cicero’s first 
oration against Catiline. They read and 
translated well. Their knowledge of the 
words and phrases and construction was 
tested by suitable questioning, and stood the 
test satisfactorily. Mr. Jones, the principal, 
was educated at Lincoln Institute, in the 
capital of Missouri. He is a gentleman, a 
respected citizen of St. Joseph, and has held 
a seat, for a term of two years, in the city 
council. Twenty-five years ago he was a 
little black boy who, like his mother, was 
the property of some man, as liable to be 
sold for money or bartered for other property 
as any mule or pig or bale of hemp. 

‘‘The times have changed, and Missouri 
has changed with them. My own opinion 
is that Missouri has had a large share, and is 
to have further share, in the work of chang- 
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ing them. In the public schools of St. 
Joseph now there are between 600 and 700 
colored children, their school-houses and 
facilities for instruction being on a level with 
those for white children. The colored 
teachers in charge of the school-rooms 
which I visited were self-possessed and 
courteous, and the rooms were as pleasant 
and as well furnished as any in which I was 
ever a pupil or teacher.” 


RESOURCES OF THE SOUTH. 


In the American Missionary it is said: 
‘* Wonderful and more wonderful tales are 
now reaching the world of the unlimited re- 
sources of the South. They are a new dis- 
covery even to the South itself. These 
stories of lumber and mineral wealth are 
turning the tide thitherward. Towns and 
cities are beginning to spring up as they 
have in the West, and both great need and 
rich opportunity call for immediate mis- 
sionary work. This new population is 
mostly, as yet, from the North, though many 
from Wales, especially miners, and from 
other countries of the old world are begin- 
ning to come in.” 


_ ENGLISH COUNTRY CHURCHES. 

A correspondent of the Church of To-day, 
writing from the Isle of Jersey, says: ‘‘One 
who has read the average English books of 
fifty years ago and formed hisideas on them 
is to-day in a strange land. Here he finds 
no decay, no slovenliness, no dirt, but every- 
where is clean, sweet, carefully kept church 
property. Out of over one hundred church- 
es visited and thoroughly examined during 
the last year, most of them in out-of-the-way 
places, in hamlets or by the sea, not one, 
not one has been found neglected. North, 
south, east and west the statement holds true. 
Even in this quiet nook of Jersey where, as 
in all corners, the dirt of neglect might first 
be looked for, all is in good order. Nor has 
there been seen a tangled, overgrown church- 
yard, but the graves are kept and the grass 
cut and the headstones in position. Within 
the church, no dirt remains on the floors, or 
dust on the seats, nor is want of care visible 
in chancel or desk or pulpit. ” 


— Outside of the thousands of churches 
in London, there are 500 missionary work- 
ers. Each missionary calls on 500 families 
every month. 
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FRAGMENTS. 


—— The Society for the Propagation of 
the Gospel has received a donation of $45,000 
in memory of the late Rev. John Turner, 
for some time a curate of the parish church 
of Whitby. 


The Rev. Dr. Charles F. Hoffman 
handed Dr. Jaeger a check for $2,500 for 
his colored orphan asylum in Virginia. On 
the same day a lady of New York handed 
him a cheque for $1,000. 


—Mr. Wilmot Brooke, who has re- 
turned to England after visiting the upper 
Niger regions, says the climate there is 
healthy, the country thickly populated, and 
the opportunity for work ready at once. 

—— The last report of the Madras (India) 
diocesan committee of the English Society 
for the Propagation of the Gospel shows 
that during the year 1888 the native Chris- 
tians of the society’s mission in the Madras 
presidency contributed about 28,000 rupees 
or nearly $ 13,000. 


—— Princess Arisugawa, of Japan, who 
is at present in Berlin, has paid long visits 
to the various charitable institutions of that 
city, and has shown the deepest interest in 
learning all the details of their management. 
She intends to found similar institutions in 
her native country. 

Government records show that since 
1820 the United States have received no 
less than 15,000,000 people from the Old 
World; Great Britain contributing about 
6,000,000; Germany, 4,500,000; Ireland, 
3,500,000; Norway and Sweden, 800,000; 
and France, 350,000. 

In the Missionary Review, the Rev. 
Dr. Ellinwood declares that the first diffi- 
culty in the problem of Christian dealing 
with the Indians of New York is the edu- 
cational difficulty. Fifty years of the gov- 
ernment day-school have left paganism 
dominant and defiant almost within sound 
of the church bells of Syracuse. 


—— The Rev. Mr. Allegret, of the French 
Congo mission, has recently reached the 
upper Congo region, and he writes: ‘‘My 
mind often reverts to those whom I love in 
my native land, Yet I do not wish to be 
with them. I know that I am where [ought 
to be, whatever may be the fate which Africa 
reserves for me. Is not thatthe ideal 
thing?” 


WOMAN'S WORK. 


Communications relating to this Department should be addressed, 
Miss Juuia C. Emery, Secretary Woman’s Ausiliary, 
21 Bible House, New York City. 


TO DIOCESAN OFFICERS. 


THE March meeting of diocesan officers with the Secretary of the Woman’s 
Auxiliary will be held on Thursday the 27th, at 10.30 a.m., in Room 21, Bible 
House, New York. 

All diocesan officers are cordially invited to be present. 

JULIA CO, EMERY, 
Secretary. 


SYSTEMATIC GIVING. 


Tus Lent we wish that many branches of the Auxiliary which have not 
yet adopted the plan of systematic giving of money for missions would follow 
the example of such as have already done so. 

From the Indian women of the Niobrara Deanery there came to us, a short 
time since, $144, the contents of the mite chests distributed among twenty-one 
mission stations. And with the return came the request for fifteen boxes more, 
to be sent the Rev. Edward Ashley at Fort Bennett, and an acknowledgment 
of fifty lately sent the Rev. A. B. Clark at Rosebud Agency, 

Mrs. Burt writes from Crow Creek Agency: ‘‘The society is prospering 
this year. What pleases me most is to see the number of women who have 
never been before, and some of them are among the most regular attendants. 
A good many have mite chests, and the contents of most of them show that 
their owners have been faithful. Sometimes the count shows the same number 
of pieces that they have been weeks in collecting. 

‘* Last summer one of the women asked for a box for her little girl, five 
years old, saying that Grace had often wished to put money in her box, until 
one of them thought of the child’s having one for herself. So I gave her one 
of the little Lenten boxes, shaped like a church, with no idea that she would 
keep it long. But when it was time to open the boxes, six months latter, 
Grace’s box was brought with her mother’s, and her mother told us that when 
any money was given her she would nearly always put at least part of it into 
her mite box. When asked whom she wished to give the money to, she thought 
a moment, and then answered, ‘Ha sapa’ (colored). She was at Hampton 
with her own mother, who died there, and though very small when brought 
home, she shows a faint recollection of the colored people.” 

To those who may be minded to follow the good example of the Auxiliary 
in South Dakota we would mention again the mite chests for General Missions, 
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always to be had, free of charge, from the Mission Rooms, and also the Auxil- 
lary envelopes, which may be used for any object of the Auxiliary. These last 
are in packages of twelve, one for each month in the year, and may be obtained 
from the Secretary of the Auxiliary at the rate of $1.50 a hundred packages, 


or seventy-five cents for fifty packages. 


ORGANIZATION. * 
BY MISS A. B. STAHL, VICE-PRESIDENT, NORTHERN DEANERY, OF THE CHICAGO BRANCH 
OF THE AUXILIARY. 


In the development of an idea one is led 
to an analysis of the word or words embody- 
ing it. The idea I desire to bring before 
you is that of organization in contradistinc- 
tion to that of mechanism. 

The word organization, in its original 
Greek root, grew out of the same soil as the 
word mechanism. Turn to your Greek and 
Latin lexicons, and you will find no distinc- 
tion in the definition of the twoterms. But 
while the word mechanism has become fos- 
silized in its original meaning, and so re- 
mains with us, the word organization has, 
through the alchemy of time, acquired new 
force and scope. . . . 

In its modern sense, organization conveys 
to us the idea of living energies; mechanism 
that of lifeless energy. It is this idea of living 
forces, of energies instinct with life, that I 
wish to keep before you, in speaking of 
the work and methods of the Woman’s 
Auxiliary in its various diocesan branches. 
We call ourselves this or that branch of the 
Woman’s Auxiliary. This implies a living 
connection, a life-stream of sympathy with 
the general organization. Therefore one of 
the primary essentials in the establishment 
of a diocesan branch is an intelligent, active 
interest in the work of the whole body, and 
a true sympathy with its various members. 

This esprit de corps between all the 
branches, this recognition of the general 
welfare of the Auxiliary, of whose life we 
only form a part, must be one of the foun- 
dation principles of asound diocesan organ- 
ization. We should also never forget our 
consecration as a part of the mission force 
of the Church Catholic. This sense of a 
living union with the greater life will 
quicken the individual diocesan life, en- 
riching and strengthening its energies. We 
must not be just set in motion—we must 
help to move. 

Keeping in mind this distinction between 


* From a paper prepared for the triennial meeting 
of the Woman’s Auxiliary. 


organization and mechanism, let us turn to 
the practical workings of the ‘Auxiliary 
within the diocese. 

One of the greatest obstacles the Auxili- 
ary has to encounter is the indifference of 
the average Churchwoman to the subject of 
missions, whether Diocesan, Domestic, or 
Foreign. She has no feeling of personal 
responsibility, or interest in the matter, 
relegating all such things to their proper 
Church channels, and not troubling her con- 
science about them. ‘‘Thy Kingdom come” 
of the ‘‘ Our Father” has not yet interpreted 
itself to her heart. 

The spirit of the age is more humanitarian, 
more philanthropic, than evangelizing in its 
tendencies. So the first duty of the diocesan 
organization is to rouse people from this 
apathy. The aid and guidance of the 
clergy must be asked, and the women of 
every parish and mission awakened to their 
personal responsibility in this great mission 
work of the Church—awakened not only to 
their individual responsibility—but to the 
spirit in which the responsibility is to be 
met. 

It must not be met as a detached Church 
duty, discharged when the garment is 
made, or the meeting is over, but as an 
animating principle of daily life. ‘‘He 
that abideth in Me, and I in him, the same 
bringeth forth much fruit.” Just as the 
diocesan branch must be a living member of 
the whole Auxiliary, and the Auxiliary itself 
a part of the forces of the Church Militant, 
and the Church Militant still in its earthly 
struggles an expectant part of the Church 
Triumphant—so we must, each and all, feel 
that, as living members of this glorious 
organization—the Church of the living God 
—we are constrained by our very privileges 
to help ‘‘ bear the burden and heat of the 
day,” and to work while there is yet time. 

But do we appreciate these privileges 
and our present opportunity? The law of 
all life here and hereafter is service. But 
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will eternity any more than time give back 
to us the special work to do, that the special 
need of the hour that is past asked of us? 
Shall we mourn through all eternity this 
lost opportunity ? As soldiers of Christ, we 
must carry His banner forward, we must 
try to win the whole world to Him, or our 
hearts are not in His cause, and so our 
hands let slip the duty they should grasp. 

Enthusiasm ‘kindles enthusiasm, and when 
the diocesan officers feel the enthusiasm of 
the work, this feeling flashes like an electric 
message along the lines of routine to their 
fellow-workers, and warms the heart it 
reaches. The mere mechanism of the dioc- 
esan branch may be perfect, and the work 
lifeless and automatic; what we want is true 
organization—life touching life, and energies 
combining to successfulissues. Each parish 
officer, each mission member, must feel her- 
self a living, needed, active part of the 
whole work. 

To this end the diocesan officers must 
develop the parish branches as much as 
possible, and the parish branches the indi- 
vidual member. It should be the determina- 
tion of the diocesan officers to establish a 
branch in every parish and mission in the 
diocese. Where the people are too poor or 
too overburdened with parish needs to con- 
tribute financial aid, meetings should be 
held once a month to work for missions and 
to learn about missions. These meetings 
should always be opened or closed with a 
short service, including a missionary hymn. 
Then, while work is going on, some story 
from mission field, hospital or school should 
be read or told to attract interest and awaken 
sympathy. The principle, that no one is 
too poor, no one too lowly to do something, 
to give at least the cup of cold water in His 
Name, should be strenuously enforced. A 
rag-carpet can be sewed, a scrap-book made 
for some mission school, when even a few 
pennies could not be saved from narrow in- 
comes, and an offering in money is an im- 
possibility. The dignity of helping in God’s 
work elevates the whole life, whether the 
gift has the romantic charm of a scholarship 
in China, the sweet savor of some sacrifice for 
the patient missionary toiling near one’s own 
home, or is only the humble offering of the 
labor of tired hands for the Master’s service. 

‘* Not what we give, but what we share, 
For the gift without the giveris bare.” 


Outside of mission and parish there are 


also stray members of the Church to be 
looked after, taken by the hand and led to 
their place, the place that is waiting for 
them in God’s service. In reaching these 
scattered children of the Church, the Church 
Periodical Club and such an organization 
as that of the Correspondence Committee of 
the Chicago Branch will be found efficient 
aids. 

The sympathy that is established between 
the general officers and the various parish 
branches through the personal visits of the 
former is very helpful to the whole work. 
As these visits are not always possible, 
cordial intercourse by letter, and an occa- 
sional sending of Auxiliary literature keep 
alive this feeling of mutual interest. The 
parish officers should be faithfully urged to 
stimulate the personal responsibility of the 
members. 

If we choose Christ for our Master, we 
must be about His work. We dare not fold 
our hands in idleness. The well-known 
ejaculation of St. Augustine, ‘‘Make me 
holy, but not now,” has sprung at times 
from all our hearts. We put off the duty 
we will not grasp just now; we close our 
eyes to the responsibility we do not wish to 
see. 

In a short paper such as this, means and 
ways of strengthening and developing the 
Auxiliary within the diocese can only be 
hinted in outline. May I gather these few 
suggestions into a quick summary ? 

The diocesan officers should never lose 
sight of the spiritual side of the work, of 
the need of the quickening grace of prayer, 
of that clear-eyed charity which can ‘‘ read 
between the lines” of small accomplish- 
ment the greatness of the effort and its real 
worth, and of the sympathy that develops 
that ‘‘courtesy of the heart” which is 
patient with prejudice and tolerant of 
opinion. 

A personal interest in each parish branch 
should lead to an intelligent understanding 
of its abilities, of what it can and what it 
cannot do. The duty asked of each should 
be wisely asked. Heavy burdens should not 
be put on weak parishes, and discouraged 
workers should be persuaded to persevere. 
The Auxiliary meeting in either parish or 
mission should be the rallying point for all 
the women of that parish or mission, high, 
low, rich and poor, all feeling the com- 
mon bond of sympathy which draws them 
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together then in service, as it does, at other 
times, in worship. Rather, shall I not say, 
it should be made part of the common wor- 
ship of the parish in the sense that ‘‘Jaborare 
est orare” ? And so, feeling the Auxiliary to 
be an organization that demands the intelli- 
gent co-operation of all its members, and 
not merely an excellent piece of missionary 
mechanism, which a guiding hand can set 
revolving, as the Buddhist does his prayer- 
wheel, let every daughter of the Church 
come forward with alacrity to do her part in 
the great work, and do it faithfully. 


ibul 


It is in Baptism we receive our commission 
to ‘‘ fight the good fight ” and carry forward 
the standard of the Cross. The Auxiliary 
bids us remember these obligations, and 
offers to our individual efforts the opportu- 
nity of organized action. Dare we neglect 
this opportunity ? 

To us, each and all, will come ‘‘ the feast 
of ingathering, which is in the end of the 
year, when thou hast gathered in thy labors 
out of the field.” What shall we then have 
to offer God,—the fruit of much labors, or 
only a few scant sheaves ? 


NORTH CAROLINA. 


NEEDS OF AN INDUSTRIAL SCHOOL. 

Tur Rev. J. A. Deal writes from Franklin, 
N. Ce: “In our Sunday-school of 135 pupils 
there are seven men and women about sev- 
enty-five years old; grandchildren and 
grandparents sit in the same class. The 
day-school now has sixty-nine pupils, and 
new pupils are coming in each week. I 
should judge from our present roll that there 
will be about one hundred pupils, average 
attendance about seventy. The teacher, be- 
lieving that ‘cleanliness is next to godli- 
ness,’ has impressed his belief upon the 
pupils, and they are a marvel of neatness and 
good manners. 

‘¢By April 1st, I hope to have things in 
shape for opening an industrial department. 
A better method of farming and gardening 


than prevails here is to be taught; the boys 
also are to receive instruction in carpenter’s 
work and on the lathe. J am very anxious 
to have the girls and women taught cutting 
and sewing and general housework, espe- 
cially cooking. As yet I have no tools for 
the boys, nor kitchen utensils for the girls; 
nor, after present contracts are paid, have I 
anything for instruction, excepting for our 
present teacher, whose other duties will 
soon interfere with his school work to some 
extent. Could I only get forty scholarships 
at ten dollars each, I should feel that the 
means would be more nearly adequate to the 
work undertaken, and only undertaken be- 
cause so necessary. Should any one feel dis- 
posed to aid me in this work, I shall be 
most thankful to hear from him.” 


GREECE. 


DEATH OF AN OLD TEACHER—NEEDS OF THE 
SCHOOL. 

Miss Murr writes from Athens, on October 
14th, 1889: ‘‘Last week our old teacher, 
Widow Helene Zenophodidis, passed away 
at the age of 85. She had charge of the 
infant department for nearly forty years, 
and she discharged those duties most faith- 
fully. Hermind was a little clouded toward 
the end, but clear and strong on the point of 
duty, and still within a few hours of her 
death she had a class in imagination always 
before her. It can truly be said of her, 
‘Well done, good and faithful servant.’ 
About sixty of the children, with all the 
teachers, all of whom had been her pupils, 
followed her to her last resting-place. 

‘‘The children are trying to raise enough 
money to get a marble cross or slab for the 
grave.” 


On January 21st, Miss Muir writes: ‘‘ We 
shall need all the money we can get this 
year, being obliged to conform to the order 
laid down by the government for arranging 
and improving the city. Be sure not a cent 
will be thrown away carelessly. I have 
worked in the school now twenty-four years, 
and I have kept the property in as good con- 
dition as possible; but now the poor old 
window-blinds are very frail, some of them 
we are afraid to open even, lest they should 
come down on the passers-by. The entrance 
doors have been patched till they are past 
mending. They have stood the summer 
heat and winter blast for over fifty years. 
The outside of the building wants a thorough 
cleaning also. So be kind enough to think 
of us when you are present at any of the 
meetings for young ladies.” We shall be 
glad to receive gifts for these repairs. 
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OFFERINGS FOR DOMESTIC AND FOREIGN MISSIONS. 


With all remittances the name of the Diocese and Parish should be given. 
Remittances, when practicable, should be by Check or Draft, and should always 
be made payable to the order of GEORGE BLISS, Treasurer, and sent to him, 


22 Bible House, New York. 
sent in REGISTERED Letters. 


Remittances in Bank Notes are not safe unless 


The items in the following table marked “Sp.” are Specials, which do not aid the Board in meeting its 
appropriations. Wherever the abbreviation ‘“‘ Wo. Aux.” precedes the amount, the offering is through a 


branch of the Woman’s Auxiliary. 


The Treasurer acknowledges the receipt of the following sums from January rst, 
to February rst, 1890. 


ALABAMA—$110.95 


Birmingham—Advent, Domestic, $3.15; For- 
eign, $3.25 


Florence—Trinity Church, Foreign.......- 
Leonard, for a scholarship, $40; for sal- 
oy of Rev. F. W. Crook, Logan, Utah, 


ALBANY—$783.86 


Albany—All Saints’ Cathedral, Foreign. ... 
St. Paul’s, Domestic, $200; Colored, 
$54.96; Foreign, $50; ‘‘Paul Beck” 
scholarship, Bishop boone Memorial 
School, Wuchang, China, $40; ‘‘ Pauline 
Beck Hewson” scholarship, St. John’s 
School, Cape Mount, Africa, $25......... 
Ballston Spa—Christ Church, General...... 
Delhi—St. John’s, Indian.................... 
Duanesburgh—Christ Church, Domestic.... 
East Springfield — St. Paul’s, Domestic, 
$7.50: Foreign, $7505.06 5 sc aces Sees 
Essex—Miss Sarah DuBois, through Wo. 
Aux., Sp. for support of Constance 
DuBois in St. Mary’s Orphanage, Shang- 
hal: Chinagnwadermed.s cok dacs acawes sees 
Green Island—St. Mark’s, Domestic........ 
Hogansburgh—St. James’, Mary Fulton, 
: Mite Chest No. 35,818, Domestic......... 
Kinderhook—St. Paul’s, Foreign ........ .. 
caleba E.,”’ Domestic, $4.75; For- 


ARKANSAS—$19.75 


Hot Springs—St. Luke’s, Domestic.......... 
Van Buren —Trinity Church, Domestic, 
$2:80: Foreign; $2:80. ck iccacseccecen 


CALIFORNIA—$35.35 


Riverside—All Saints’, Foreign............. 
San Gabriel—Church of Our Saviour, For- 


CENTRAL NEW YORK—$660.76 


Auburn—St. Peter’s, Domestic ............ 
Cortlandt—Grace, Domestic................ 
New Berlin—St. Andrew’s, Foreign.... ... 
Oneida—St. John’s, Domestic, $16.31; For- 


Utica—‘ W.,”’ Sp. for ane Whipple..... 
Watertown—Trinity Church, through Wo. 
Aux., Sp. for Bishop Brewer, Montana.. 


0 Cavalla, Africa. si... ss .002 « 


Whitesboro’ —St. John’s, Wo. Aux., for 
“Philo White” scholarship, High School, 


CENTRAL PENNSYLVANIA—$673.59 


Allentown—Grace, Domestic................ 
Chambersburg—Trinity Church, Foreign... 
Drifton—St. James’, Indian, $46.24; Col- 
ored, $46.24.......... 
Harrisburg—St. Stephen’s, ‘‘ Mrs. B.,’”’ Do- 
mestic, $9; Colored, $2; Foreign. $4.... 
Lebanon—St. Luke’s, Mite Chests, Domes- 
tic, $5.20; Foreign, $8.21; S. S., for 
“Bishop Hare’ scholarship, St. John’s 
School, South Dakota, $60 


ely 
Reading—St. Barnabas’, Foreign..... howe 
Scranton—Church of the Good Shepherd, 


75 Domestic, $20.27; Foreign, $21; Africa, 


95 CUS: ;..20 Res dactashasiepeoe) seepaeeee ae ideas 
South Bethlehem- Nativity, Domestic, $79.87 
(of which Wm. H. Sayne, $29.87); For- 
eign, $89.38; General, $163 ............. 
Miscellaneous — Branch Wo. Aux., for 
*“Central Pennsylvania’? scholarship, 
St. Mary’s School, Rosebud Agency, 
South Dakota, $30; Sp. for colored 


7 25 teacher in Rev. Dr. Jaeger’s Mission, 


Virginia; $45. .i..0.006 ovaries eee 


CHICAGO—$447.79 


4 98 Chicago—Grace, Wo. Aux., for ‘* Hibbard 


Theological” scholarship, Trinity Di- 
vinity and Catechetical School, Tokio, 
AN. oot PSs sete ae ane ke ae roo ee 


ap: 
5 51 St. James’, Foreignscicc! cise dineevsatioueen 


Trinity Church, St. Agatha’s Guild, thro’ 
Wo. Aux., Sp. for Bishop of Montana... 
“ZL,” for ‘* Williams ’’ (Advanced) schol- 
yee St. John’s School, Cape Mount, 
rica. 


4 60 Elgin—Church of the Redeemer, Wuchang 


Galena—Miss Alice L. Snyder, Mite Chest 
No. 3,448, Domestic, $3.70; Foreign, $3.75 
Hyde Park—St. Paul’s, through Wa. Aux., 
General............ 5 


La Grange—Emmanuel Church, Domestic, 
$11; Foreign, Slievyictc lees eee 
5 5 
CONNECTICUT—$1,287.42 
Birmingham—St. James’ 8. 8., Sp. for 
Bishop Brewer, Montana............... 
9 62 Canaan—‘‘ Anonymous,” Domestic......... 
Danbury—“ A Friend,’’ Domestic........... 
Durham—Epiphany, Domestic............. 
East Hartford—St. John’s, Foreign, $2.50; 
General, $1.19; Sp. for St. John’s 
Church, Olympia, Washington, $15.50.. 
Fair Haven—St. James’, Foreign.......... 
Greenwich — Christ Church, (8. 8., $18.17;) 


Foreign, $91.88; Mite Chests, General, $12 


10 00 


7 70 
4 00 


92 48 
15 00 


73 41 
10 00 
16 08 
5 50 
42 22 


832 20 


75 00 
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Trinity Church, General, $21; Africa, $50; 
Japan, $50; Foreign, $75.70 ..... GHD HEC 


Middletown—Christ Church, General....... 
New Canaan— J. W. H.,”” General........ 
New Haven—Ascension, Wo. Aux., Mite 
Chests, Domestic, $5.03; Foreign, $1.04.. 
St. Paul’s, Domestic, (of which the estate 
of Miss M. E. Baldwin, $17.25) $79.25; 
Sp. for Rev. John M. Bates, Valentine, 
The Platte, $10 .........2. 
J. 1, Crane, Foreign. 
Mrs. I. B. Robertson, Domestic .. .... Se 
Mite Chest No. 22,409, Domestic........... 
Mite Chest No. 7,888, Domestic ........... 
New London—St. James’, Domestic........ 
Mrs. Catharine E. Rainey, for ‘‘ Mary Hal- 
lam” scholarship, Bishop Boone Me- 
morial School, Wuchang. China........ 
North Guilford—st. John’s, Foreign........ 
North Haven—St. John's, Foreign ......... 
Norwalk—St. Paul’s, ** E.,”> Domestic...... 
““W.C. M.” and “E.s. R.,” Domestic, 
DINE PHOKOI eae Dill > aovacits <psusewp iale aie 
Norwich -Trinity Church, Missionary Boxes, 
FORCES to eters SoM acter tise 6.2: Ieee Te elowree 
Fortland—Trinity Church, Domestic, $50; 
OLCOTT SG 5 0ry aaah toalcats sistas bine cle geseine 
Rockville—St. John’s S. 8., Foreign......... 
Saybrook—Grace, Foreign.................. 
Seymour—Trinity Church §. S., Sp. for 
child’s Christmas cot in the Good Sa- 
maritan Hospital, Portland, Oregon.... 
Southport—Trinity Church, Foreign ...... 
Stamford—Miss §S. A. Mead, for colored 
«work in South Carolina..................- 
Thomaston—Trinity Church, Domestic..... 
Waterbury—Mr. Nathan Merrill, General.. 
West Hartford—St. James’, Foreign (of 
which ‘‘ A Member,”’ $10)........... Vr lease 
Wilton—St. Matthew’s, Domestic.......... 
Woodbury—St. Paul’s, Foreign ............ 


DELAWARE—$84.48 


New Castle—Miss Adelaide Young, Foreign 
Newport—St. James’, Domestic......... ... 
Stanton—St. James’ 8. 8., Domestic........ 
Wilmington—St. Andrew’s, Foreign........ 

Trinity Church, General.................. 


HAST CAROLINA—$54.75 


Aurora—Chapel of the Cross, General..... 
Edenton—St. Paul’s, through Wo. Aux., 
PRE DOL EN ter leer cess weiss cmawias sien mole 
Hertford—Holy Trinity Church, General... 
Wilmington—St. James’, General.......... 


EASTON—$73.42 


Caroline Co. (Greensboro’)—Holy Trinity 
Church, Domestic, $4; Foreign, $2.50.... 
(Hillsboro’) — St. John’s, Domestic and 
MOTeIgiis oot = Bide ive ena) eeinie's es sto 
Cecil Co. (£lkton)—Trinity Church §&. &., 
GENEL PSE. oisneile tt be wee sia ole sisleletalals « 
Talbot Co. (Longwoods)—All Saints’ Parish, 
General (of which “Birthday Offering,”’ 
$5.96) $8.95; Wuchang, China, $20...... 
(Cordova) — Chapel of the Good Shep- 
herd, General..... ..... Hotes gist eoicits tele 
Queen Anne’s Co. (Centreville)—St. Paul’s, 
Generalincoe tue tan | eee Buttle Sead 
Worcester Co. (Berlin)—St. Paul’s, Domes- 
tic (of which Mite Chest No. 29,405, 
$2.77) $9.42; Mite Chest No. 5,726, For- 
AGN, BIBI Sve es wcaceee esas etee sae ces 


15 44 


10 00 
196 70 


FLORIDA—$5.76 ; 
Longwood—Christ Church Mission, For- 


ORCI ooo! Ries crctes “ss laelsvere aia an MOS OG 1 60 
Pensacola—Mrs. W.H. Davison, Mite Chest, 
Generar... succes cerns eee aoe 416 
FOND DU LAC—$14.00 
Oneida—Hobart Church, General.......... 8 00 
Wausau—Rev. Thos. Greene, Domestic, $2; 
Colored, $2; Foreign, $2...... exe ue isigs 6 00 


GEORGIA—$240.53 
Augusta—Atonement, Domestic, $7.27; For- 


EG C2 as Sha eRe RSS OROAB ASH cio ac 14 54 
Brunswick—St. Mark’s, Foreign..... #, sky clevane 16 46 
Frederica—Cbrist Church, Foreign......... 15 58 
Marietta—St. James’, through Wo. Aux., 

Foreign...... ase eeeyonts «cb eee oe ee 5 00 


Savannah—Cbrist Church, for ‘‘Isabel C. 
Habersham” scholarship, St. John’s 
College, Shanghai, China, $44; “‘ Bishop 
Elliott ’’ scholarship, Bishop Boone Me- 
morial School, Wuchang, China, $44; 
Infant class, for Bishop Boone Memorial 
School, Wuchang, China, $10; Foreign, 

SOL resi asengen eas. see sae wale ag eeeee eee 189 00 


INDIANA—$14.35 


Goshen—St. James’, Foreign................ 6 35 

Terre Haute— Mite Chest No. 5,071, General 8 00 
IOWA—$42.83 

Burlington—Christ Church 8. S., ‘‘M. C. 

L.,” through Wo. Aux., Sp. for Domes- 

tie Contingent Fund. .........:...2000256 1 50 
Davenport—The Cathedral, Foreign........ 10 64 

Trinity Church, Domestic... .........-_«. 8 19 
Fairfield— M. B. and §. L.,”’ through Wo. 

Aux, Domestic: 200.0". bu, hen se eee 1 50 
Grinnell—St. Paul’s, Foreign... .........+. 20 00 
Sibley—St. John’s, General......... ....--- 1 00 

KANSAS—$9.25 
Atchison—Trinity Church, Foreign......... 9 25 
KENTUCKY—$424.38 
Covington—Trinity Church, for salary of 
Miss Ford Heath, Japan. .......... ... 53 64 
Miss Lizzie Wynul, Indian......... |..... 5 50 
Grahamton—A. M. Robinson, Domestic and 
Horeigyy ys <aaae cis eei-iciebbeiats eee aes 10 00 


Lexington—Christ Church, Domestic and 
Foreign, $55.24; ‘‘Mrs. E. B. W.,”? Do- 
mestic, $50; Foreign, $50................ 155 24 

Lowisville— Christ Church, through Wo. 
Aux., for salary of Miss Ford Heath, 
DADAD) ates coc ceiictele st seen mth 

St. Andrew’s, through Wo. Aux., for Mrs. 
Dennis’ salary, Cape Palmas, Africa.... 75 00 
St. Paul’s S. S., for ‘‘ St. Paul’s Nos. 1 and 
2” scholarships, St. John’s School, 


Cape Mount; Africa.):-.<.<'-: sue eee 50 00 
LONG ISLAND—$3,465.48 
Astoria—St. George’s, Foreign............. 34 50 


Brooklyn—All Saints’, through Wo. Aux., 
for Chinese Bible reader under Rev. A. 


Muir’s School, Greece, $55.............. 2,666 53 
Holy Trinity Church, Sp. for Rev. T. W. 
Cain, Galveston, Texas.... «-..+++++.+0- 146 75 
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St. Bartholomew’s, through Wo. Aux., 
Sp. for Bishop Walker, North Dakota... 
Church Charity Foundation, St. John’s 
Chapel, Foreign, $12.80; ‘‘I. W. B.,” 
Domestic, $5; Foreign, $3......... Salets 

St. Mary’s, through Wo. Aux.. General... 
(EZ. D.)—St. Mark’s, Domestic, $16.28; For- 
elgnsSb:41. cans aspepeee asmesticeasemeicte ce 
SASH Pond 572 MOROIgD eae seidm cela asyslstalcla's 6.07 
Flushing—St. George’s S. S., Sp. for Bishop 
Kendrick, for his work in New Mexico.. 
Mite Chest No. 80,617 and 18, General..... 
Great Neck—All Saints’, Colored.... ....... 
SEO John’s, ‘‘S. O. P.,’? Gen- 
Oral icc Sems Deane RP es are ee cides Raves 
Jamaica—Grace, General................-. 
Maspeth—St. Saviour, Domestic 
Newtown—St. James’, Foreign, $25; two 
Mite Chests, Domestic, $5.50; through 
Wo. Aux., for colored work in Tennes- 


SOO sg BSS pate eee TS o.s niseiccle ew Nee 
Port Jefferson — Christ Church Mission, 
PM Ovelgm ence cone walierscletstele,sAstalain alec eats 5 
Setauket—Caroline Church, Foreign... .... 


Miscellaneous—“ Anonymous,” General.... 


LOUISIANA—$45.64 


New Orleans—Christ Church, through Wo. 
Aux., for salary of Miss Suthon, Japan.. 
St. Ann’s, through Wo. Aux., Mite Chest, 


OTA epee remand ee sites Gleial oneledt Se 
Thibodeaux—St. John’s, Mite Chest No. 
78, 1Ode /GONOTON Mer tie ticle ele! «ies 'elale els 
Williamsport—St. Stephen’s, Domestic ... 
Branch Wo. Aux., for salary of Miss Su- 
CHOW SADA scorer tetas icieleja’cisla ie lsieisieioc cis 


MAINE—$47.01 


Augusta—St. Mark’s, General.............. 
Foren, oe Luke’s Cathedral S. S., Gen- 
OLAS Srtenarer te RP e eens erarseiveioceeie ese 


MARYLAND—$3,344.46 


Allegany Co. (Mt. Savage)—St. George’s 
Parish, St. George’s, General........... 
Baltimore—Holy Innocents’ §.S8., Domestic 
and Foreign 
Emmanuel Church, Foreign.............. 
Grace, through Wo. Aux., for salary of 
Miss Ives, South Dakota................ 
Advent Mission §.8., Foreign........... =% 
Memorial, Sp. for Rev. Dr. A. Jaeger, 
Rustburg, Va., for the Orphan Asylum 
for colored children..... ... ........... 
Mt. Calvary, Domestic, (of which Mite 
Chest No. 6,417, $1.20) $43.20; Colored, 
$10; North Dakota, $2.25; Sp. for Bishop 
Brewer, $16.84; Sp. for Warden’s house, 
Hoffman Institute, Nashville, Tenn., 
$31; Foreign, (of which Mite Chest No. 
6,417, 24 cts.) $34.57; China, $37.22....... 
St. Mark’s, Sp. for Bishop Morris........ 
St. Michael’s Parish, Mite Chest No. 6,140, 
Domestic.... ..... 
St. Paul’s Parish, ‘‘ L. C. A.” (In Memor- 
iam), Mite Chest No. 6,406, Domestic. ... 
St. Peter’s, Young Ladies’ Society, 
through Wo. Aux., for ‘‘ Bishop Hen- 
shaw” scholarship, Duane Hali, Shang- 
hai, China, $40; ‘‘Julius Grammer” 
scholarship, Duane Hall, Shanghai, 
China, $40; ‘‘ Bishop Atkinson ”’ schol- 
arship, St. John’s College, Shanghai, 
China, $20; Sp. for two scholarships in 
Miss Marion Muir’s School, Athens, 
Greece, $20.........-.---... Bua Sandee 
District of Columbia (Washington)—As- 
cension Parish, Ascension, Sp. for Bish- 
op Talbot, Wyoming and Idaho...... .. 


21 98 


20 30 
40 13 


175 08 
1 65 


4 12 
5 00 


120 00 


29 83 
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Washington) —- Epiphany, Domestic, 
: $641.12; Indian, $10; Colored, $120.48; 
Sp. for Bishop Johnston, Western Tex- 
as, $100; Sp. for Bishop Morris, Oregon, 
$28: Sp. for Bishop Talbot, Wyoming 
and Idaho (of which ‘“‘A Member,” $500) 
$561; Sp. for the Colored Orphan Asy- 
lum under Rev. Dr. Jaeger, Rustburg, 


Va., $100; Foreign, $470.87; Japan, $2... 2 


(Washington)—Incarnation, Foreign.. ... 
(Washington)—St. Paul’s, General........ 
(Georgetown) -St. John’s, Foreign....... 
(Washington)—‘' L. B.,”’ Foreign......... 
(Washington)—Mrs. A. E. Perry, Domes- 
tic, $5; Foreign, $5...............+ Biss aathe 
(Washington)—Two Mite Chests, General 
Frederick Co.— All Saints’ Parish, All 
Saints’, through Wo. Aux., Indian, 

(of which five cent collection, $9.25) 
$15.90; Colored, $6.05; five cent collec- 
tion, Foreign; $28.25, -icks se) olenen<eie 
Garrett Co. (Oaklandj)—St. Matthew’s Par- 
ish, St. Matthew’s, Domestic and For- 


(Forest Hill) — Holy Cross, 
$1.46; Foreign, $1.09 
Prince Georges Co. (Bladensburgh)—B. 
Lownois; Generale. tcunsesle ok ames 


Domestic, 


MASSACHUSETTS—$4,588.09 


Ashfield—St. John’s, Domestic... .......... 
Boston (Dorchester)—All Saints’, ‘‘ A Mem- 
ber,” through Wo. Aux., for ‘‘ All 
Saints’ ”’ scholarship, St. John’s School, 
Cape Mount, Africa 3.0) 2ikas.accce decsae 
(Charlestown)—St. John’s, Africa, (of 
which Family Mite Chest, $15.80) $20.80; 
Foreign, $14.85; through Wo. Aux., Sp. 
for Bishop Talbot’s School for Girls, 
Boisé/City, Idaho, $10.) 2 seas cee eee 
(South) — St. Matthew’s, through Wo. 
Aux., Sp. for St. Agnes’ School, Osaka, 
Japan, at discretion of Miss Palmer.... 
St. Paul’s, through Wo. Aux., for 
‘* Bishop Paddock”? scholarship, St. 
Paul’s School, Tokio, Japan... ......... 
Mission Church of St. John the Evangel- 
ist, Domestic, $63; Colored, $63.46; Sp. 
for Rev. C. S. Cook, Pine Ridge, South 
Dakota, $25; Sp. for St. Agnes’ School, 
Osaka, Japan, $50; Sp. for Wuchang, 
China, $50; China and Japan, $80.60..... 
Dakota League, through Wo. Aux., Col- 


Ys 
Ellen G. Hodges, for “‘C. T. M. S.”’ schol- 
arship, St. John’s School, Cape Mount, 
ALVES oo sniicccs Soa 
Miscellaneous—** Anonymous,” Domestic.. 
Brookline—Family Mite Chest, Domestic... 


Pewee creer eres os Cece cnet cccsccc sce 


6 66. 


13 00 


45 65 
10 00 


45 00: 


832 06 
98 17 
552 00 


25 00 
2,000 00 
5 00 


10 00 


3 75 


ACKNOWLEDGMENTS. 


are o E. M. Edson, Mite Chest, Gen- 
era, 


Pittsfield — St. Stephen’s, through Wo. 


Stockbridge—St. Paul’s, General, $30.37; Sp. 
for ‘‘ Stockbridge’’ scholarship, Ogden, 
ita G sO ep ay Mego Une seisieiie etelloie 

Alice Byington, for ‘‘ Agnes Elizabeth 
Jones” scholarship, St. John’s School, 
Fort Bennett, South Dakota .. ......... 

Swansea—Christ Church, China ........... 

Taunton—St. Thomas’, Domestic, $106.45; 
Korein PisO 90). aesen secs water ses 

Watertown—Church of the Good Shepherd, 

UNESCO aes oie) Ando a0 bon seo SeisG noe lace 

Miscellaneous — ‘‘ Friends,’? through Wo. 
Aux., Sp. for bell for St. Augustine’s 
Station, Africa 


MICHIGAN—$346-49 


Detroit—St. Paul’s, Foreign..............-- 
Fenton—“ M. D.,’? General........... ...-- 
Flint—St. Paul’s, Domestic.......... --..-- 
Jackson—St. Paul’s, Domestic, $50.39; For- 
CISTI SEO varies ca os icfore isle siareie «citi sie s,efeleleya 
Lansing—St. Paul’s, Foreign.... : 
Ypsilanti—St. Luke’s, Foreign 


MILWAUKEE—$13.00 


Ashippun—st. Paul’s, Foreign....... ..... 
Baraboo—Mrs. E. Withington, Domestic... 
§: Delavan--‘‘Anonymous,”’ through Wo. Aux., 

for Salary Fund, General.... .......... 
Superior—‘'M. E. H.,’’ General 


MINNESOTA—$110.80 


Hassan—St. John’s S. S.. Colored, $1.10; 
Foreign, $1.10....... .. Pde acsebare 
Minneapolis-Gethsemane, Domestic, $48.33; 
Foreign, $48.32.......... cssesseessssens 
Sauk Centre—Family Mite Chest No. 84,883, 
Domestic, 25 cts.; Indian, 25 cts.; Col- 
ored, 25 cts.; Foreign, 25 cts............. 
Wells—Nativity, Foreign..... ......+-...+- 


MISSISSIPPI—#118.46 


Bilozi—Church of the Redeemer, Foreign.. 
Natchez—Trinity Church, Foreign.......... 
Miscellaneous—* A Presbyter,’’ Indian, $50; 

MoneignPoOvcne emi olsievese ce viv vinnie Hees 


65 00 
76 57 


75 00 
15 85 


126 00 


20 00 
24 00 
22 00 


40 00 

1 50 
89 20 
80 00 
80 00 
70 87 
60 00 

3 25 
217 85 

1 00 


2 2 


MISSOURI—$109.15 


Kansas City — Mite Chest No. 77,288, For- 
Ca ees boca pa eetirn Lara see fea tic 
Kirkwood—Grace, Foreign............. -..- 
Marshall—Trinity Church, Domestic and 
MOPGIGY Weahas cunts saadectee 
Nevada—aAll Saints’, Foreign................ 
Rolla—Chirst Church, Foreign....... ...... 
St. Louis—Holy Communion, Foreign...... 
Waverly—Mite Chest No. 83,840, Foreign... 
Family Mite Chest, No. 84,055, Colored... 


NEWARK—$1,044.92 


Belleville—Christ Church, Domestic........ 
Englewood—Miss C. B. Convers, Domestic, 
Gl0s Horeign,- O10) \-5. 2. oscneces sane 
Jersey City—Grace, General.... ........... 
St. Matthew’s, Domestic and Foreign..... 
J. be Parker, Mite Chest No. 32,278, Gen- 
OVA Sve siecercteerch wieie ec auras arse line etree 
Madison—Grace, Foreign... .. ..........4- 
Orange—Grace, Domestic, $1.25; Colored, 
$50; Africa, $2.50; General, $123.41; Sp. 
for Bishop of Mississippi, for his colored 
work, $315.50; Sp. toward Endowment 

of Episcopate of Montana, $312.50; Sp. 
for Bishop of Oregon, $2........... ... 
(South )— Holy Communion, Domestic, 
$20: Woreign,; $20 vse. 00h down vetehes geet 
Summit—Calvary, Domestic, (of which 8. 
S., $16.20) $78.20; S.S., Foreign, $16.20. 
Miscellaneous — Branch Wo. Aux., Sp. 
toward scholarships in Rev. Mr. Joy- 
ner’s school, Columbia, S.C..... ..... ° 


NEW HAMPSHIRE—$170.70 
Concord—St. Paul’s, Domestic, $15.20; For- 
5 


$ 
“wW.L. H.,’’ Sp. for Bishop Graves of The 
Platte, $2; Colored, $3.... ...........-.. 
Keene—Rev. E. A. Renouf, $60; Mrs. Re- 
nouf, $40 (of which Domestic, $25; In- 
oe $25; Sp. fer Alaska, $25; Foreign, 
25 


Manchester—Grace, Domestic, $21.08; For- 
Gani SRO ko slg uopanopocecwauntececas 


NEW JERSEY—$505.17 


Allentown—Christ Church, Foreign........ 
Beverly—St. Stephen’s, Japan, $2.35; For- 
eign, $22.70; S.S., for “Mary Kirk- 
ham” scholarship, St. Mary’s School, 
Louth Dakota, $40 .5..cie0 ne croriesiieleae sas 
Camden—St. Paul’s,“‘E. R. §.,” through Wo. 
Aux., Sp. for Rev. A. H. Locke, China, 
to be used at his discretion, $5; Sp. for 
Rev. Mr. Page, Japan, to be used at 
his discretion, $5 ....-..----2+-s2+seeees 
Crosswicks—Grace, Foreign.......... «-+-+-- 
Elizabeth—St. John’s, through Wo. Aux., 
Sp. for Bishop Leonard’s work in Utah. 
Trinity Church §. S.. for ‘‘ Amelia Ham- 
ilton McAllister’”’ scholarship, St. Mary’s 
Hall, Shanghai, China .....-...-.+-+--- 
Mrs. C. J. Catlin, General..........- le are elaie 
Fairview—Trinity Church, Domestic, $12; 
Foreign, $6.50............. fale nels erekafeniate 
Florence—St. Stephen’s, Foreign......--.-- 
Lakewood—All Saints’ Memorial, Foreign... 
Mt. Holly—St. Andrew's, Indian, $13.19; 
Colored, $13.19........... cone sellers 
New Brunswick—Christ Church, Domestic 
St. John the Evangelist, Domestic, (of 
which Mite Chest, $3.38) $8.38, Foreign, 


GUO aoe sesripie row eles eee celeee 
Princeton—Trinity Church, Foreign... ... 
Rancocas—St. Peter’s, Foreign.....-.-++.-+ 


& : 
Riverside—Memorial Chapel, Domestic, $3; 
Foreign, $3.50.......- 0 --:seersrr sect eeee 
Somerville—Mrs. W.H. Hoppock, Domes- 
Glide piciereln brs eh oleloleo. = 8 ovaaine totcie se eeeeees 
Swedesboro’—Trinity Church, Foreign...... 
Trenton —St. Paul’s, Domestic, $5; For- 
OED, Sense eleaiaieicieie ovine oe eirieeisieciviels ahaa 
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“' Physician,” Woreigncg..ecnicener vecielsetrs 21 00 
Miscellaneous—Mrs. Pierson, through Wo. 
Aux., Mite Chest No. 78,198, Domestic.. 5 20 
NEW YORK—$16,277.22 
Mount Vernon — Trinity Church §, S., 
$10.96; Mr. John A. Autholz, $1; Sp. 
for graded schoo! for girls, Monrovia, 
ALPICR TI see ee eters 11 96 
Newburgh — St. George’s, Wo. Aux., for 
“St. George’’ scholarship, St. John’s 
School, Cape Mount, Africa............. 25 00 
‘“*FWive Friends,” through Wo. Aux., Sp. 
for Rev. H. D. Page, Japan...... ...... 5 00 
Through Wo. Aux., Sp. for organ for St. 
Paul’s Church, Osaka, Japan.... ...... 2 00 
New York—All Souls’, Domestic............ 350 95 
Beloved Disciple, Sp. for Bishop Walker, 
NorthyDakotawewoc ene keas. eee es 25 00 
Calvary Parish, Mrs. Wm. Barton, Mite 
Chest Gonoraleeeice see ceo sceanee 18 30 
Christ Church, through Wo. Aux., Sp. 
for missionary’s wife, $35.50; toward 
support of female Bible reader in Japan, ses 
Le CA es Als ie he ke 
(Riverdale)—Christ Church, Mrs. Edward 
Prime, for Miss Aldrich’s School, Japan 7 00 


Grace, Foreign, $1,256 78; through Wo. 
Aux,, for ‘‘Grace Church’’ scholar- 
ship, St. Margaret's School, Tokio, 
Japan, $50; Miss Laight, Domestic, $10 1,316 78 
Heavenly Rest, Young Ladies’ Branch 
Wo. Aux., Sp. for Bishop Walker, for 
rectory, Devil’s Lake, North Dakota..... 
Holy Communion, ‘‘ An Invalid,’’ Domes- 
tic, $25; Colored, $20; ‘‘A Member,”’ 
through Wo. Aux., General, $5......... 
(Harlem)—Holy Trinity Church, through 
Wo. Aux.. Sp. for Rev. Dr. Alexander 
Crummell, Washing on,D. C............ 
Incarnation, through Wo. Aux., for ‘* Ar- 
thur Brooks” scholarship, Emina Jones 
School, Shanghai, China.... ........... 
St. Ann’s, Domestic, $15.50; Foreign, $17; 
Generali G24gi8a7 Matec tes aise ch cevelalerbre 277 33 
St. Augustine’s Chapel, Foreign.......... 
St. Bartholomew’s, Domestic, $75; For- 
CS fefenk Yael cos Sbocade op CeO Berne Renee 4,795 58 
St. Clements’, Domestic, (of which Mite 
Chest No. 9,654, $4), $79; Indian, $41.55; 
‘A Member,” Sp. for Oregon, $100; ‘‘ A 


1,200 00 


20 00 


Member,” Sp. for Bishop Morris, $250.. 470 55 
St. George’s, Foreign, $1,440.17; Mrs. J. 

Pierrepont Morgan, through Wo. Aux., 

for Mrs. Brierley’ssalary, $100; through 

Wo. Aux., Sp. for Domestic Contingent 

Fund GLO Dy aiee ae et miineisieieiwee: slelae ale 1,550 17 
St James’, MOreigncsncectece cenit es cs uens 340 42 
(Fordham) — St. James’, through Wo. 

Aux.,, for school for girls in Tokio, Ja- 

(OY! le eriditc ating AS ASHS ICO nay RoRECO TO OOR EAS 18 00 
St: Dike’ s Woreieaessescccsceeors. cc.) alae 84 00 
St. Luke’s Hospital, “‘A. A.,” General.... 10 00 
St. Philip’s, Sp. for Rev. T. W. Cain’s 

work, Galveston, Texas............ .... 25 86 
St. Stephen’s, Domestic................... 40 00 


St. Thomas’, Domestic, (of which Mite 
Chest No. 30,164, $20) $105; Foreign, 
$1,847.31; through Wo. Aux., Sp. for 
Rey. T. W. Cain’s work, Galveston, 
Texas, $25; Sp. for Bishop Garrett’s 
school, Northern Texas, $5; Ladies’ 
Missionary Association, for Mrs. Brier- 
ley’s salary, $50; Sp. for Foreign Mis- 
sionaries’ Insurance Fund, $10; Young 
Ladies’ Foreign Missionary Society, for 
Mexico, $30. 2324s. Sdudadarasae rae 2,072 31 
St. Thomas’ Chapel, Foreign............. 
St. Timothy’s, Miss Bloodgood, through 
Wo. Aux., for mission work in Shang- 
Nats China wen ssauereeiys tee vials ae elect erste 
Trinity Chapel, Foreign, $217.64; through 
Wo. Aux., for ‘'G. G.”’ scholarship, Fe- 
male Orphan Asylum, Cape Palmas, 
Africa, $50; Sp. for Bishop Boone’s life 
{nsuTance, Gos mec es ess sevens. 
Zion, through Wo, Aux., for women help- 
ers in Domestic field, $39; Sp. for Do- 
mestic Contingent Fund, $10; Woman’s 
Missionary Association, for salary of a 


2 00 


817 64 


ACKNOWLEDGMENTS. 


lady teacher in Japan, $25: Sp. for Rev. 
E. H. Thomson’s life insurance, $30..... 
Mrs. Julia Merritt, Domestic, $1,000; Col- 
ored, $700; Foreign, $300..........-..--- 
Josephine A. Curtis, for ‘‘ Frances Stan- 
ton scholarship, Duane Hall, Shang- 
hai)‘ Chinas anu.cnneninetiecee Ht Loos eeeane 
Mrs. Earle, Mite Chest, Domestic 
Mrs. E. S. Cochran, Sp. for Bishop Spal- 
ding, for debt on the church at Long- 
mont: CORBIS Ris... cehe yore tae eercentt 
Mr. Henry M. Congdon, General.......... 
Mr. W. F. Cutting, through Wo. Aux., Sp. 
toward Lange’s Commentary, for Rev. 
Mr.-Taii Japane 7. Wale cc. he Sen Heanteate 
“A Friend,’ through Wo. Aux., Sp. for Do- 
mestic Contingent Fund.....:..... .. .- 
* Anonymous,”? Domestic, $15; Foreign, 


through Wo. Aux., Sp. for Girls’ School 
in Monrovia, $20; Sp. for Rev. Luke C. 
Wailker’s S. S., Lower Brulé, South Da- 
Kota; Gaeietncs aces meee 
Rye—Christ Church, Domestic, $5; Sp. for 
Dr. Mathews, Shanghai, China, for per- 
sonal benefit. $200; Sp. for piano for 
Miss Aldrich’s School, Tokio, Japan, 
$50; Sp. for Bishop Holly’s church build- 
ing, Haiti, $50; Young Ladies’ Mission- 


Trinity, Chureh, Generali. Wein 
Wappinger’s Falis—Zion, Foreign Mission- 
ary Society, for ‘‘ Zion Church, Wappin- 
ger’s Falls’ scholarship, Duane Hall, 
Shanghai, China, $40; ‘t Zion Church, 
Wappinger’s Falls’? scholarship, St. 
Mary’s Hall, Shanghai, China, $4U...... 
White Plains—Grace, through Wo. Aux., 
for Miss Aldrich’s salary, Japan......... 
Yonkers—Christ Church, Sp. for Bishop 
Wailker’s chapel car 

St. Pauls Poreignt 2a. eke eae eee 
Miscellaneous—Through Woman’s Commit- 
tee on work for Foreign Missionaries, 
for ‘* Epiphany *? scholarship, St. John’s 
School, Cape Mount, Africa........ .... 
Wo. Aux., meeting in Orange Archdea- 
conry at St. George’s, Newburgh, for 
Miss Aldrich’s School, Tokio, $3.83; Sp. 
for Indian work in New Mexico, $3.83... 
‘*X.,’" Indian, $18; Colored, $12........... 
Society of Busy Workers, Sp. for Bishop 
Walker's Turtle Mountain Indians, 
North: Dakotas cage ieoones eee 
Mrs. E. D. Harriman, through Wo. Aux., 
Sp. for Bishop Garrett’s school, for 
purchase of books for library. 


NORTH CAROLINA—$112.59 


115 00. 


2,000 00 


40 00 
1 96 


200 00 
15 00 


5 00 


307 CO 


15 25 
64 30 


80 00 
50 05 


25 00 
41 34 


25 00 


7 66 


25 00 


6 00 
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OREGON—$65.98 - 


Corvallis—Church ef the Good Samaritan, 
DOMESHICN SIR Meee nie in ee ee Nok csinis 
East Portlind—St. David's, $15.73; 8. S., 
SIS UDOMES TICE MUTE ek Aces cs stu os 
Empire City—St. Luke’s Mission, Domestic, 
PICOOMGeneraliSy Oy. seco eles ces ve cs 
Marshysield—Emmauuel Chrrch, Foreign... 
Portland—St. Stephen's Chapel, Domestic.. 


PENNSYLVANIA - $12,542.87 


Academy—Mrs. Auna R. Drake, Africa.... 
Ardnore—* C. and N.,’’ Mite Chests, For- 
eign 
Conshohocken — Calvary, through Indian 
Hope Association, Indijan............... 
Downingtvwn—st. James’, Infant Class, 
seed Indian Hope Association, In- 

ian 

Jenkintown—Chureh of Our Saviour, Do- 
mestic, $50; Foreign, $50.... 
Kennett square—Advent. Foreign.......... 
New London—st. John’s, Foreign..... .. . 
Philadelphia—All Saints’, through Indian 
Hope Association, Indian............... 
Atonement, Foreign... 
Beloved Disciple, $12; ‘* Mrs. L.,’’ $1, For- 


SIDI ee ee cael alata: le eerste ade srassts 
(Germantown) —Talvary, through Indian 
Hope Association, Indian, $8.35; thro’ 
Wo. Aux., for “J.C. Emery” scholar- 
ship, Female Orphan Asylum, Cape 
Palmas, Africa, $6.30. 0.60 5.4.60... ; 
Calvary Monumental, through Indian 
Hope Association, Indian.............. 
Christ Churen, Domestic, $286; Sp. for 
Bishop Morris, Oregon, $<0; through In- 
dian Hope Association, Indian, $33.50... 
Covenant, through Indian Hope Associa- 
POMS ING OM ae ate Bate ates esl s 
Grace, Mrs. Lucas, through Wo. Aux., for 
ho-pital, Wuchang, China.. . asic anys 
Holy Apostles’, Domestic and Foreign.... 
Holy Trinity Church, Domestic, $2.10; In- 
dian, (of which Indian Hope Associa- 
tion, $168) $203; Colored, $265; Sp. for 
Bishop Garrett, Northern Vexas, $200; 
Sp. for Bishop Leonard, Nevada aad 
Utah, $200; Sp. for Bishop Morris, Ore- 
gon, $450; Sp. for Bishop Paddock, 
Washington. $200; S. S., for Alaska, 


QUT IOAN GI SOs este oral w/e eiove' = clos sinere siecle 
(West)—St. Andrew’s, $41.09; S. S., $25, 
Horeigmy oo wice kh. 
(Manayunk)—St. David’s, ‘‘ A Member,”’ 
Sp. for Newport, Yaquina Bay, Oregon 
St. James’, Domestic, $389 84; Colored, 
$192.50; Foreign, $300.50; Sp. for Bishop 
Talbot, for work at Shoshone Agency, 
(of which Young Ladies’ 
$6; Tuesday Bible-class, 


Cina GAO se ee A ws ae NS iad. ne 
(Wissahickon Heights)—St. Martin’s-in- 
the-Fields, Domestic... ...........,.0++ 


Soo hc sitooine ence oo 3,670 28 


108 00 
66 09 
600 00 


520 00 


31 00 


(West)—St. Mary’s, Indian Hope Associa- 
tion, tndlani cs ay uence. 
(Germantown)—St. Michael's, for St. ‘'An- 
drew’s’’ scholarship, St. John’s School, 
South Dakota... worlusack ee ene 
(Chestnut Hill)—St. Paul’s, Miss Caroline 
C. Morris, through Wo. Aux., for Mrs. 
Brierley’s work, Africa»... s.2eieeceen 
St. Peter’s, Sp. for the Good Samaritan 
Hospital, Oregon, $2,000; Indian Hope 


117 


42 06 
60 00 


25 00 


Association, Indian, $68.58......:....... 3,068 58 


(Germantown)—St. Peter's, Indian Hope 
Association. for ‘‘H. H. H.” scholar- 
ship, Hope School, South Dakota, $60; 
through Wo. Aux., Sp. for *‘ H. Howard 
Houston” scholarship, Hebron, Jerusa- 
MOMMA Sais. 5.s)cias, 5) ores ERED Dene 

St. Stephen’s, Foreign, $221.41; through 
Wo. Aux., for Miss Mailes’ salary, Ja- 
pan, $5 . 

(Bridesburg)—St. Stephen’s, General. 


Wo. Aux., Colored, $214; Sp. for Bishop 
of New Mexico and Arizona, $214; Sp. 
for mission among the Mornions, at 
discretion of Bishop of Nevada and 
Utah, $214; Sp. for Bishop Talbot, for 
building a wing on Indian school, $214; 


85 00 
226 51 
1 09 


520 09 
25 00 


Forelgi $214 tee ae sens sa oe locaton . 1,070 00 
100 00 


‘A.W. P.,”’ Japan 
Rev. Alfred Elwyn, for **M. , 
morial’’ scholarship, Hope School, 


Rockdale—Calvary, Infant School, through 
Wo. Aux., Sp. for Mrs. Brierley, Africa 
Miscellaneous — Penn. Branch Wo. Aux.,, 
for Miss Mailes’ salary, Japan, $33.50; 
“J. OC. Emery” scholarship, Female 
Orphan Asylum, Cape Palmas, Africa, 
$33.70 


PITTSBURGH—$1,.496.49 


Beaver Falls—St. Mary’s S. S., Advent Of- 
fering, General. ...........-..+-+ Parsi ie 
Bradford—Ascension §. S., Advent Offer- 
Ing Generals. ci.,.-<:s/-:ssisie cle zye Lien a adtryeene 
Corry—Emmanuel Church §. S., Advent 
Offering, General.............---. ; 
Crafton—Nativity S. S., Advent Offering, 
General 
Foxburg—Memorial Church of Our Father 
S.S., Advent Offering, General... .... 
Greensburg—Christ Church 8. 8., Advent 


Offering, Domestic.........----++- ses: 
Oil City—Christ Church S. S., Advent Of- 
fering, Domestic and Foreign.......... 
Pittsburgh—Ascension S. S8., Advent Of- 
fering, Colored, $10; Bishop Kendrick’s 
work. New Mexico and Arizona, $10; 
Sp. for Bishop Whipple, toward re- 
building Rev. J. J. Enmegahbowh’s 
chureh, White Earth, Minn., $10.28; 
Foreign, $10.22... 2.0202 scene ee ce cles slits 
Calvary, through Wo. Aux., Sp. for Bish- 
op Leonard, for scholarship in Utah.... 
Grace, Domestic.........- s--+serreee ress 
St. Andrew’s, Foreign......--- ot peeeees ice 
St. Luke’s S. S., Advent Offering, Indian, 


7% 00 
40 00 
4 00 
5 50 
3 15 
12 27 


67 20 


10 00 
25 54 
4 50 
6 39 
6 70 
10 80 
20 21 


17 27 
8 00 
12 34 


40 28 


40 00 
12 50 
175 52 


118 ACKNOWLEDGMENTS. 
$8;89; Colored) $880) 0k c os uawisere doves 16 78 $33.60; Foreign, $102; through Wo. 
St. Peter’s, Sp. for colored commissioners Aux., for ‘‘ May Jaggar”’ scholarship, 
for;Reév: Mrz Wilson oe See o+ 2 se ne er 299 24 High School, Cavalla, Africa, $8........ 
Trinity Church §S. 8., Advent Offering, Christ Church, Foreign, $62.18; through 
General: sepa reine sees 20 88 Wo. Aux., Sp. for Rev, J. N. Slaeyer 
Red Bank—St. Mary’s, Domestic and For- scholarship, Utah, $20; Sp. for Bishop 
CISA: vk souk tee tee ee SS aaarditeeates 2 1 54 Peterkin’s hospital, West Virginia, $3; 
Sharon—St. John’s 8. S., Advent Offering, ‘‘ Rev. J. W. McCarty ’’ scholarship, St. 
General. 255 ee res ee 40 00 John’s School, Cape Mount, Atrica, 
Townville—Calvary, Colored........ .....-. 2 382 $25; ‘‘ May Jaggar”’ scholarship, High 
Washington—Trinity Church 8. 8., Advent School, Cavalla, Africa, $8}. Mieco aise 
Offering Generale eyes meu aeoe eee 917 (Avondale)—Grace, Foreign ...... ..---- 
Wayne—St. Michael’s, Domestic and For- (Mt. Auburn) — Church of Our Saviour, 
OLRM Lee ee ates hey ea cataale ee 4 11 Domestic, $16.67; Foreign, $13.46; thro’ 
Youngsville—St. Saviour’s Mission 8. 8., Wo. Aux., for ‘‘ Walter K. Halsted, Jr. 
Advent Offering, General .............. 9 15 scholarship, St. John’s School, Cape 
Miscellaneous--Mrs. Broust, through Wo. Mount AtriGas $e0. sa. cc cies seine ater 
Aux., for Bishop Paddock’s work, Wash- St. Paul’s, Foreign. $30.03; through Wo. 
ingtontk cesta ee Sa ers a eee 703 25 oe Sp. for St. Luke’s Hospital, Den- 
BL) ot PP STAC E Ee OURS cnc (od 
al Columbus—Trinity Church, Young Ladies’ 
SONY: $14.44 : Missionary Society, Sp. for Bishop Ken- 
Robin’s Nest—Christ Church; Domestic and drick, New Mexico and Arizona, $25; 
MORGlgen cans ot eee soe ee ahi > Sees aedaie 5 00 through Wo. Aux.. Sp. for ‘‘ Martie 
Rock Island—Trinity Church, General..... 9 44 Gray ”’ scholarship, Utah, $40; ‘‘ Marga- 
ret Hubbard”’ scholarship, St. Agnes’ 
RHODE ISLAND—$2,396.70 School, Osaka, Japan, $40: We Jee: 
Sages Le are oy Peeries $5.29; us ae Neer ae. High Schoo ck i 
Olored, $1.50; Foreign, $8.74........... 5 er ton—Christ Church, TNOreH oie does ece 
Lonsdale—Christ Church, Domestic, $45; y 5 EAN GE EE AS Gn oc 
Mission Aid Society, through Wo, Aux., D wig ate Peter's, through Woo 
Beg Rr sa ey Fencher, Tar 4) HartwellHioly vinity Chureb, Woreiga.. 
Manville—Emmanuel Church, Foreign..... 3 87 ene ee oo Forel rs "'e. EG 
Providence—All Saints’ Memorial, Domes- Netiayeetaie ‘Ohareh, ROCs ee ae 
tic, $28.49; Indian, $8.84; Colored, $8.26; : y . Seen erp 
< % yea Worthington—St. John’s, Foreign, $3.30; 
Foreign, $25.45; Mexico, $3.36; S. S., through Wo Aux., General. $11 
General, $9.82; Sp. for Bishop Leonard 8 oe Ucn. hee ie 
of Nevada and Utah, $20.03 ............. 104 25 
St. Je ns $499.65; Indian, TENNESSEE—$134.85 
St a colaredse SHOR OD Pereien! Columbia—Mrs. George Beckett, General.. 
$548.25: Miss Bull’s salary, Japan, $5; Knoxville—Epiphany, Foreign... .......... 
Spiton Zenana.S5 ee, menace serene 552 66 Memphis — Calvary, Domestic, $80; For- 


St. Stephen’s, Domestic, $276.03; Foreign, 
$264.36; Indian Aid Society, for salary 
of Mrs. Johnstone, St. Paul’s School, 
South Dakota, $20; through Wo. Aux., 
Sp. for Rev. J. W. Perry, teacher, Tar- 
DOROLENTEOLe ha pene eee eins even see ceretes 

Warwick—St. Mary’s, Indian Aid Society, 
for salary of Mrs. Johnstone, St. Paul’s 
School, South Dakota.:.....:2...-..0ca. 

Miscellaneous—Sp. through Wo. Aux., for 
piano in St. Margaret’s School, Tokio, 
JAPA eek ance nc cere heaton ore cates 


SOUTH CAROLINA—$114.50 


Granville— Mrs. J. L. Bryan, Domestic, 
$2:50;) Moreienyige cOnee vane. cecin cebu cies 
Pee-Dee — Prince Frederick Parish, For- 
eign (G8:80) Tapameplien accesses. .oveees 
Richmond—St. John’s, Foreign 
ZIOUG WE GLCIGN eee wien bees tarielse bolus 
Spartanburg—Advent, General ............ 
Union—Nativity, Foreign................ .. 
Yemassee—Mrs. L. B. Gregorie and Miss 
Ella D. Gregorie, General 


SOUTHERN OHIO—$680.81 


Cincinnati (Walnut Hilis)—Advent, Sp. for 
Bishop Kendrick, New Mexico and Ari- 
zona, $80.30; ‘‘May Jaggar’’ scholar- 
ship, High School, Cavalla, Africa, $16 
(of which ‘*‘Our Girls,’’ $5; Little Mis- 
sionaries, $3), through Wo. Aux... ..... 

(Clifton)—Calvary, Sp. for St. Augustine’s 
Church (Colored), Nashville; Tenn., 


Olen $82 wshoss Wak kal ede neato Heiner ae 
Somerville—‘ Anonymous,” General....... 


TEXAS—$21.50 


Galveston—Through Wo. Aux., for Salary 
Fund, Generali ccc sce eerie 

San Augustine—Christ “hurch, $1.95; 8. S., 
$1.05, Domestic and Foreign ...... 

Waco—St. Paul’s, Foreign....... .......... 


VERMONT—$28.82 


Bellows Falis—Immanuel Church, Foreign 
Brandon—St. Thomas’, General 
Cambridge—Holy Apostles’, General. 
Fairfax—Christ Church, General.... 
Georgia—Emmanuel Church, General...... 
Milton—Trinity Church, General... ....... 
Montpelier—Christ Church, General....... 
Rutland — Trinity Church, Domestic, 53 

ets..; Horeign, $2.53) ci..nosceoe a aeamiee ae 
St, Albans—Louisa Brainerd, Foreign 


VIRGINIA—$451.78 


Albemarle Co. (Ivy Depot)—St. Paul's, For- 
n 


eig 
(Greenwood) — Emmanuel Church, For- 


eign : 
Charlotte Co. (Drake’s Br.)—Grace, Bible- 


Rev. 


143 60 


118 18 
50 00 


55 13 


33 03 


5 00 


5 00 


ACKNOWLEDGMENTS. 


through 
for support of 


Japan..... 
through 


WESTERN MICHIGAN—$97.77 


Allegan—Church of the Good Shepherd, 
Domestic, $3.02; through Wo. Aux., for 
salaries of women teachers in school for 
colored children, $7,02.................. 

Grand Haven--St. John’s, Foreign, $1.51; 
girls of Akely Iastitute, through Wo. 
Aux., for ‘“‘Joseph W. Bancroft’’ schol- 
arship, Jane Bohlen Memorial School, 
Wuchang, China, $10 

Grand Rapids—St. Mark’s, Sp. for Rev. T. 
Lewis Bannister, Constableville, Cen- 
tral New York, $410; Industrial Band, 
through Wo, Aux.. for ‘‘ Dr. Cumming ’”’ 
scholarship, St. Paul’s School, South 
Dakota, $5... ... Brann toed vc nolan veal 

Hastings—Emmanuel Church, ‘‘A Mem- 
ber,’’ through Wo. Aux., Foreign....... 

Kalymazoo—St. Luke’s, Bible-class, thro’ 
Wo. Aux., Sp. for cot in St. Mary’s Or- 
Phanaee, OHM 0c.» wis ecasec sree lriecie 

Ludington—Grace, Foreign................ 

Manistee—Holy Trinity Church, Foreign... 

Marshall—Trinity Church, Colored, $5.08; 
GeneralyS5.00 sas) ces eisiec cite cn ontaaaeriees 

Saugatuck—All Saints’, General............ 


WESTERN NEW YORK—$1,809.84 


Brockport—St. Luke’s, Domestic........... 
St. Luke’s, Mr. Daniel Holmes, 
‘*Holmes’’ scholarship, St. Paul’s 
School, Tokio, Japan, $40; Mrs. Mary 
J. Holmes, for ‘‘ Holmes”’ scholar- 
ship, St. Timothy’s School, Tokio, 
Japan, $40; ‘‘ Holmes” scholarship, St. 
Margaret’s School, Tokio, Japan, $40... 
Buffalo—Church of the Good Shepherd, Do- 
ROOSEIC RAT Oh iectiocen acre onthe emote 
St. Paul’s, Domestic, (of which five Mite 
Chests, $36.95) $406.25; Colored, $5; 
through Wo. Aux., Sp. for Miss Skellie, 
North Carolina, $50; Sp. for Mrs. Payne, 
for ‘‘ Nettie King”’ scholarship, Peters- 
burg, Va., $10; Miss Bull’s salary, Ja- 
pan, $40 
Trinity Church, Foreign, $321.45; Color- 


12 50 


5 00 


12 50 
10 00 
13 15 
10 00 
4 00 
7 36 


40 00 


6 00 


80 00 
97 80 


2 2 


44 13 
14 09 


20 00 
37 05 


10 04 


11 51 


5 45 


120 00 
4 47 


511 25 


Mrs. F. Grangue, 
Canandaigua—st. 


WEST VIRGINIA—$24.50 
Hedgesville—Mt. Zion, Domestic and For- 


SOUTH DAKOTA—$189.30 
Niobrara Deanery. 


Cheyenne River Mission—Calvary, thro’ 
Wo. Aux., General.... ........-- 

St. Andrew’s, through Wo. Aux., General 
St. Paul’s, through Wo. Aux., General... 
St. Stephen’s, through Wo. Aux., Gen, 


er. 
Lower Brulé—Ascension, Domestic, 65 cts. ; 
Foreign, $60 cts...........-..+. eee eae ‘ 
Church of the Saviour, Domestic, $3.15; 
Foreign, $8.70.... ....0-..---s+seeaceers 
St. Alban’s, Domestic, 


GbE Cian an oepoor anor evohose acccs conte 
St. Luke’s, Domestic, 90 cts.; Foreign, 80 
CUB ce clam rote clare Slove.e vis’ Novato on voleipfer al siarerakensatare 
St. Mary’s, Domestic, 50 cts.; Foreign, 
OOVCUS susan le ROO RIOD OSE OOO Os Sees 
St. Peter’s, Domestic, 61 cts.; Foreign, 
INOtSee taeleemalacleesoe rss cette ees een neees 
Trinity Church, Domestic, 66 cts.; For- 
eign, 10 CIS lec. ewes aes tet Bead cctoor 
Pine Ridge Mission — Ascension Chapel, 
DOMERUIC ooo iiiele soln cic lores icles oplelaraisicials 
Holy Cross, Domestic......--- roe etoo, Jos 
Holy Cross Station, Domestic, through 


Wo. AUX... 0.22 eee e tees cere ett en eee 
Hope Station, Indian, through Wo. Aux.. 
St. Andrew’s Station, Domestic (through 

Wo. Aux., $19.25).... .ceseeescese eo ce 
St. Barnabas’ Chapel, Domestic (through 

Wo. Aux., $5.12). .....--.2eee cece e settee 
St. Hope Station, Domestic...-.-..--- ++. 
St. Julia’s Chapel, Domestic (through 

Wo. Aux., $3.35).... 0 0 sreresecreeereeee 
St. Mary’s Station, Domestic......-..-.... 
St. Paui’s Station, Domestic (through Wo. 

Aux., 88 cts). ......-. +++: seesteetaeee aes 
St. Peter’s Chapel, Domestic.....-......-- 
St. Philip’s Chapel, Domestic, (through 


1 70 


120 ACKNOWLEDGMENTS. 
WO 'AtU%) 5 LORCERS) each enti ccciiein we eels 116 MISCELLANEOUS—$1,813.88 
Standing Rock Mission—St. Elizabeth’s, estic, $816.44; Foreign, $911.26; 
Indian, WorBunes noises adinwsdlss: 3.9, Interest, DamerHe ee * 1762 64 
Sisseton Mission—St. John the Baptist, In- Sunbeam Branch of the M. ©. L., thro’ 
Gian y WO AUsrenceen eieel= sceiera= 2 0l> 5 74 Wo. Aux., Sp. for support of baby in St. 
St. Mary’s, Indian, Wo. Aux.... . piresees 1 65 Mary’s Orphanage, Shanghai, China.... 25 00 
Yankton Mission—Holy Fellowship, Do- (Charleston), ‘‘Several Church Women,”’ 
mestic, $4.05; Indian, $4.05; Colored, Mite Chest, Domestic and Foreign...... 9 92° 
$4.04; Foreign, $4.04; through Wo. Aux., “ Anonymous,” Domestic and Foreign..... 5 00 
General, $8743 sep eeGeenartcnte et eet 24 61 “M. D.,” through Wo. Aux., Sp. for Mrs. 
Holy Name, through Wo. Aux., General.. 2 01 Buford’s sick colored people, Lawrence- 
Yanktonnais' Mission—Christ Church, thro’ vid. Va. eee fa eee 5 00 
Wo. Aux., Domestic, $5.44; Indian, $2.49; ‘““M. D.,” Sp. for Miss Mailes, to carry the 
Colored, $2.03; Foreign, $3.44 ......... 13 40 Gospel to the poor women at Wakata, 

St. John the Baptist, through Wo. Aux., Japan eee Gree i ne 2 32 
Domestic, $5.79; Indian, $5.79; Colored, “TL, W. A.,” Domestic. 2 00 
$5.80; Foreign, $5.79 Baha evoke Pei iis a wate hers 28 17 ca Friend,” Gencraken ts ccsenc eee 1 00 

Flandreau—St. Mary’s, through Wo. Aux., * Anonymous,”’ through Wo. Aux., Sp. for 
Genoral 172 eer eee eee aces 8 65 Rev. T. W. Cain’s work, Galveston. 
ORES eisseraracie.a eakeleraserst) clotain’e yaroene tke alee Ln 0M 
NORTHERN TEXAS—$10.00 : 
Comanche—Mr. and Mrs, W. L. Sartwell, LEGACIES—$9,398.42 
HMO) KS IS Wacoonaso sda o6oeq, BaqnobedsToucor 10 00 rs é 
* Albany. Cairo—Estate of Miss Che ee ey 
Ay Austin, Domesti¢sc tice. cimiacdccedecee oe ‘ ; 
WESTERN TEXAS—$25.00 Ct., Bridgeport—Estate of Miss Wealthy 7 «cs 
San_ Antonio—St. John’s, Domestic, $15; Ann HuntGeneral), 2002s. o2en an oats 6,030 00 
Horeign, S1Ol ts. susieecen sides ol. weltee es 25 00 Pa., Wyncote — Estate of Mrs. Mary Ann 
Hewett, “General. sickijccciccieecs s inet 50 00 
NEW MEXICO AND ARIZONA—$5.60 Bacsinesace ae ai era of 
IED BODIED eceipts for the month...................-. 7,45 
“Amount previously acknowledged......... 3,634 6' 
Mesilla—St. James’, Domestic.... ......... 5 60 AIBOUNG Drove eae. eee ee 
Total receipts since September 1st,1889. $161,125 714 
WASHINGTON—$3.00 —_—— 
Chehalis—Epiphany, General............... 3 00 
*In THE tir OF eo for Rens 1889, 
oy $21,000 received from this estate was by error ac- 
OR SS ie SS $4.55 knowledged as from Goshen, N. Y., instead of Cairo, 
Wyoming. Diocese of Albany. This with $5,000 acknowledged 
Buffalo—St. Luke’s, Foreign........ anatnases 455 inthe December number, and the $3,118.42 now re- 
ceived, maker de of ee ek for Domestic eee 
FOREIGN— $14.50 sions received from this estate. esides this Miss 
. . tan Austin left to the Diocese of Albany $29,069.53 for 
CE. Diocesan Missions, and in trust for Stations at Oak 
Nice—Church of the Holy Spirit, General, Hill, Greenville and Cairo $20,000, and Special for 
9.50; Sp. for Bishop Spalding, Colorado, Oak Hill Church $5,000, making a total for missions of 
ee ech CEE ie cialule vie basses 14.50 $83,187.95. 
APPROPRIATED. 
Domestic—(of which for Indian Missions, $42,295.00; for Missions to Colored people, $42,712.50) 
and one-half: central expenses. cosckicciicseseesccnscencaqesasdel lee asaisie Senieulcessee eee aenee $242,484 08 
Forriean—And one-half central. expenses... ...2. ....cccccccecuaces on seueetea cous vevitienies ce cavwe $162,504 00 
IP OGE iyoais ©. « 0:e/0.<, 010, e016 o,w/e'ojels (oie e a 07s 0 aveveieieiale sin efeleis eisloternteetelateince iaiete eetetsteremn iste tateheteteye $404,988 08. 
SS 
RECEIVED. 
(Exclusive of Legacies and Specials.) 
Domzstic Since Sept. 1st, 1889 (of which designated for Indian Missions, $6,736.67; Missions to 
Colored people, $8,884.59), including one-half of general offerings...............-..seceseee $62,991 89° 
Forzian—Since September ist, 1889, including one-half of general offerings...............+ 42,948 46 
PRODGL a ciessiciace\clsataciniereie eeiste/cuselean (oi one care OG BE EONS IR EE ora Oe MO EoOrdos $105,940 85 
SS 


Required from Feb. Ist, 1890, toSept. Ist, 1890, for Domestic Missions $179,492 19 


SHR eter emma nme r ere reer areca re see seens net esrneressesseseenes 


for Foreign Missions $119,555 54 
$299,047 73 


SoA 
ASG 


Yi) yyy 
YO 


ST. MARY'S INSTITUTE, DALLAS, TEXAS. 


